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New VARSITY 
NV SERIES 
SPECIFICATIONS 


Sturdy, 20 gauge steel, finished 
in white, high-reflection baked 
enamel with satin finish aluminum 
grey trim. Side panels of extruded 
plastic. Moulded one-piece plas 
fic egg-crate louver gives 
40° x40 shielding louver 
hingrd to swing from either side 
for easy relamping. Can be 
stalled singly or in continuous 
runs. No couplers needed! 
Slimline models feature instant 
start 120, 200, 300 or 425 m 
ompere operation. Conventional 
110-125 volts, 60 cycle A.C., with 
other voltages available 


CONSULT OUR 
CUSTOM-SERVICE 
DEPARTMENT 

if you have spec ial 
requirements. We will 


design and build lighting 





NV SERIES 


4 Luruny Firture ata Gudget Price! 


Now the VARSITY edges into the luxury group. Yet it still is in the 

popular-price class. Using tubes from 48” to 96” long, this fluorescent 

fixture illumipates large areas at low fixture-cost and low operating 
! 

cost. 


LOOK AT ALL ITS FEATURES 


6 Hinged louver to swing from 
either side for easy relamping 
and servicing. 

2, 3 or 4 40-watt tubes or 
Slimline tubes 48” to 96” 
Injection-moulded plastic louver 
with 40° x 40° shielding angle 
High reflection baked-enamel 
reflector 

Upward light spill gives 40% 10 No couplers required for con- 

indirect illumination tinuous row installation 


Aligned coupling-holes 
Optional reflector for increased 
downlight 

Knockouts provided for com- 
pletely flexible mounting 
arrangements. 

Ribbed translucent curved- 
plastic side panels. 


Sold and installed only by the better 


fixtures to your order, electrical wholesalers and contractors 
; YW esa Nol Lighting Egugpmend Maniyactintr 
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ELECTRICALWHOLESALERS . . . Be a leader in your territory 
by being the first to have the new developments, such as 
ECONOMY ‘“‘De-Lay” Fuses and Links. Men who buy or 
specify Fuses are learning about them from ads like this. 


Precision Protection 
for Precision Machinery 


SOUTH BEND 
PRECISION 
LATHES... 


9-inch Precision 
Toolroom Bench 
Lathe with quick- 
change gear box 
providing 48 screw 
thread feeds, 48 
power longitudinal 
carriage - feeds, 
ond 48 power 
cross - feeds. 








Modern Y 
ge = 
ECON De-Lay” Renewable Fuses 


Gomty precision machines are worth protecting 
agninst the costly delays caused by needless fuse 
“blows,” resulting from momentary overloads. 

More and more machinery and electrical equip- 
ment are getting this protection with ECONOMY 
“De-Lay” Renewable Fuses, which give maximum 
protection in the 135 to 200% ranges where most 
overloads occur. 


VOUT S Biel 


Consult your Electrical Wholesaler; he can 
promptly supply you with these new ECONOMY 
“De-Lay” Renewable Fuses and Renewal Links. 


You are invited to 
write for the New 
Economy Catalog. 
© Reg. U. S. Pat. Office 


ECONOMY FUSE & MFG. CO., 2717 GREENVIEW AVE, CHICAGO 14, ILL. ZiC*Feiucirat Cinses 
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ist Prize - 
2nd Prize - 
Next 5 Prizes 


Next 10 Prizes - 
40 Prizes - 
Next prises - 


Next 50 


. .§500- 
250. 
100. each 
50. each 
25. each 
15. each 


Westinghouse believes in “keeping a good 
thing going.” In three previous consumer 
contests, dealers in all parts of the country 
consistently upped their light bulb sales, 
some as high as 500% . . . and won big 
cash awards for successfully promoting 
the popular consumer contests. 


you CAN BE SURE...1F ITS 


Westinghouse 
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Oh! How These 
Promotions Sell! 


Here’s the ad that'll sell °em, and they'll 
see it in leading magazines and news- 
papers and leading Sunday newspaper 
magazines. Once more people will be 
looking for and insisting on the Wes- 
tinghouse brand. DON’T WAIT. GET 
IN AND TIE IN EARLY FOR EXTRA 
SALES AND EXTRA PROFITS. If 
YOU’RE NOT NOW CARRYING THI 
WESTINGHOUSE LINE, MAIL THE 
COUPON TODAY. 


READ WHAT DEALERS SAY 


/ELMWOOD PLACE, OHIO 


“Our average movement of light 
bulbs was two or three dozena week 

Due to our display and your terrific 
promotion our bulb sales increased 
toalmost 75 doz.aweek during your 


contest.” S.M 


oe 
LOS ANGELES, CALIF. “Our 
inventories show that our bulb busi- 
ness increased at least 34% during 
recent contest,” J.A.R. 


ST. LOUIS, MO. “Imposing con- 
test display attracted hundreds of 
new customers and resulted in an 
increase of 9507 in sales of Wes- 
tinghouse Light Bulbs.” A.J.W 
7 

ATLANTA, GA. “During the re 

cent Westinghouse consumer con 
test we sold over $4500.00 worth of 
Westinghouse bulbs, largest volume 
in our 24-year history.” W.3.H 


READ THESE SIMPLE RULES: 


be postmarked not later than midnight, Dec. 15, 1950 to be 
eligible 

3. Submit at least one photograph showing the contest display 
at your store. Be sure to place your name and the name and 
address of your store on the back of all photographs submit 
ted. All photographs submitted become the property of the 
Westinghouse Electric Corporation 


1. Set up contest display material in your store and windows. 
Place bulbs and entry blanks in high-traffic locations, such 
as check-out counter. Use other means to publicize the con- 
test, such as newspaper ads, special exhibits, cards, truck 
advertising, etc. Have your sales people tell customers about 
the contest. Make your displays clever and forceful. 


2. Write a statement on a plain piece of paper in 100 words or 
less on the subject: ““How the Westinghouse Contest Helped 
our Store Sell More Westinghouse Light Bulbs.”’ Be specific ; 
give figures showing sales increase. Describe all the ways you 
promoted contest. Include your name and the name and 
address of store and the name and address of the distributor 

from whom you buy your lamps 
Mail entry to: Westinghouse 
Dealer Contest, Box 570, New 
York 46, N. Y. Entries must 


4. Prizes will be awarded on basis of originality, interest, con 
creteness, and comprehensiveness. In case of ties, duplicate 
prizes awarded. All entries become the property of the Wes 
tinghouse Electric Corporation and none can be returned 
Entries will be judged by a board of impartial contest experts 
THE REUBEN H. DONNELLEY CORPORATION. De 
cision of the judges is final 

5. This contest is open to all Westinghouse lamp dealers and 
their employees 


LAMP DIVISION 
WESTINGHOUSE ELECTRIC CORPORATION 
BLOOMFIELD, NEW JERSEY 


1 am not now handling Westinghouse light bulbs, but I would like 


to know all about how I can cash in on the new consumer contest 
NAMI 
STREET 


CITY STATI 


FF OS AS A SS A A SS SS 
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CHANGE OF ADDRESS 


Director of Circulation, Electrical Wholesaling 
330 West 42nd Street, New York 18, N. ¥ 


Please change the address of my Electrical Wholesaling 


subscription 


Vame 
Old Addres 
New Address 

onnection 


New Company ( 


New Title or Position 





NEW GROUND CLAMPS MAKE 
NEW LOW INSTALLED COST! 


(TB APPROVED 
S22, for Copper Water Pipe 


CAT. NO. 
3846 


FOR BARE GROUND WIRE 
#4 or 76, 

COPPER PIPE 

WATER PIPE hy" to 3/4" 
GROUND ROD 


ONE SCREW TO TIGHTEN 





CAT. NO. 
3847 


FOR ARMORED GROUND WIRE 
#4,*6 or *8, 

COPPER PIPE 

WATER PIPE hy" to 34" 
GROUND ROD 


NO LOOSE PARTS 


THE THOMAS & BETTS CO. 


ELIZABETH 1, NEW JERSEY 
| FE 


THESE PRODUCTS SOLD AND SERVICED THROUGH THE T & B DISTRIBUTOR 
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im WORKING WONDERS 
PLANNED LIGHTING! 


( pr: , 
hy ‘ , . 
oo . The flexibility of Pittsburgh I ermaflec tor Lighting Equip- 
ment is a modern miracle of design and construction 


For example— Pittsburgh Permaflector Slimline Lumi- 
naires are available in 48” and 96” lengths. They may be 

TWO NEW 48 surface or pendant mounted, individually or end-to-end 
When used with companion incandescent down- lights, 

2 a . @ 7 ; »y ve a Ss S Pe 1 
SLIMLINE LUMINATII they can be installed to form squares, rectangles, ‘“T’s”’, 


cross-overs, checkerboards and other patterns 


THE "WASHINGTON" SLIMLINE LUMINAIRE feotures Such flexibility allows you full creative expression and 
an egg-crote louver bottom ond Skytex sotinol glass makes possible “custom designed”’ lighting It 
side-ponels. It is made in 2, 3 and 4 lamp models 
Stondord operation is 425-MA with T-12 Lomps. Bridge 
truss construction assures a unit which “hugs” the ceiling 
when it is surfoce mounted 


™ ot 
THE “HARRISON” SLIMLINE LUMINAIRE, in 2, 3 or 4 
lamp models. Gracefully curved side-panels, flat bottom- 
ponels of Albo-tite glass distinguish this modern slimline 


: . send 
ae, Copel eee a ere Cnigaed 407 OLIVER BUILDING + PITTSBURGH 22, PENNSYLVANIA 
especiolly for use with the “Harrison” ond other Presi- 


dential Fluorescent Luminaires. MANUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT 
Permafiector Lighting Engineers in All Principal Cities 
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resu with 


economical standard equipment. 


Write today for more information on these versatile units. 








MODERN FIT 


vall conduit 


llc cable 


TINGS FOR 


1c 


AUAL 





inding devices ® hghting fixti 
manufacturers for over 30 years 


Sold Throityh ras lric al 1 { iA saa - 


representatives in principal cities 


wwidwess 


c ARE ON THE Way ; 


¥ 


el N\ej = -w cial 


K 


* 


"_..and General Electric’s 
Anti-Bulbsnatching Drive 





CASH IN ON 
THIS SALES IDEA! 


General Electric's Anti-Bulbsnatching 
Drive is timed for the peak of the 
lamp buying season—right when the 
nights are getting longer. It features 
the greatest lamp-selling idea ever— 
bulbsnatching—General Electric's 
famous name for robbing one light 
socket to fill another! 


is ge 


STARTING 


CASH IN ON 
THIS ADVERTISING! 


Lie | 


Customers will see and hear about 
the Anti- Bulbsnatching Drive again 
and again. Full color ads in Post, 
Life, Look, and Sunday supplements 
Ad messages on spot radio and the 
Fred Waring Television Show. All will 
work to bring customers into your 
agents’ stores 


tting underway! 


CASH IN ON 
THESE DISPLAYS! 


Colorful counter cards, streamer, car- 
ton tuck-ins, special price cards—all 
help your agents’ sales zoom! And it 
will pay them to display plenty of 
G-E 4-lamp packages, too, because 
now more than ever 


G-E LAMPS SELL ON SIGHT! 


GENERAL €@ ELECTRIC 
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YOUR ELECTRICAL DOLLARS WILL GO MUCH FARTHER 
with Plugin @ Busduct .. . because here’s an electrical dis- 
tribution system designed to economize on everything but 


efficiency 


By providing convenient plug-in outlets every foot of the 
way, there's alw ays a ready power source for new or present 
equipment anywhere along the production line . . . just plug- 
in wherever you want... no slowing down production to 
make needed changes ... no expensive wiring delays . 
no high cost electrical maintenance in fact, there's noth- 
ing much to do but plug-in and let ‘er roll. 


Add up these and many more cost-cutting features of Plugin 
@ Busduct... and you'll agree that here is the electrical dis- 
tribution system that makes ends meet in more ways than one 








@® POWER PLUGIN, the new midget-size 
Plugin @ Busduct of 50-amp. feeder capac- 
ity, is now available for equipment requiring 
connections for 42to 4 HP motors, 240 volts 
or DC (742 HP maximum, with 


or less, AC 
dual-elemer 


it fuses) 


Featuring all the convenience, flexibility and 
economy of Plugin @ Busduct, this new Un- 
Laboratories approved duct is 
made in 5-ft. and 10-ft. sections with plug-in 
y 20 inches . . . additional outlets 
and special lengths available on special order. 


derwriter 


outlets ever 


For more information about Plugin @ Busduct and 
@® Power Plugin, write for Bulletins 701 and 703... or 
talk to your @ Representative (he's listed in Sweet's). 


Frank e€dam GElectric Co. 


ST. LOUIS 13, MISSOURI 


Makers of BUSDUCT + PANELBOARDS +» SWITCHBOARDS « SERVICE 


EQUIPMENT + SAFETY SWITCHES + LOAD CENTERS 


ELECTRICAI 


WHOLESALING 


QUIKHETER 


September, 


1950 





an incomparable series 
of 30 separate and 
distinct fluorescent luminaires. 


all 4, 5, 6 and 8 foot 
lamps ... slimline, low- 
brightness or starter type. 


The new Curtis Coronet Series is designed to 
provide unexcelled general illumination for all 
commercial interiors. Eye-comfort, traditional in 
Curtis lighting units is even more characteristic 
of this skillfully engineered line. Yes, now Curtis 
offers not only Quality ... but “Quality with 
Features”. 

Shielded 40° crosswise with either 40° or 25° 
lengthwise shielding . . . offering the optimum in 
eye-comfort. 

Alzak Aluminum or Baked White “Fluracite” steel 
reflectors . . . highest lighting efficiency. 

Newly designed “Tong Hangers” speed and sim- 
plify installation . . . Lower installation cost. 
Fingertip control louver catches permit relamping 
32 feet of lamps from one ladder position . 
lower maintenance cost. 

Bears Electrical Testing Laboratories and Fleur- 
O-Lier labels . . . guaranteed performance. 
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Curtis Tong Hanger 
already mounted, 
ready to receive 
wedge-top of lumi- 
naire wireway. 


Tongs expand when 
luminaire is pushed 
upward in one sim- 
ple motion. Edges 
ef tongs catch 
under continuous 
ridge. Luminaire is 
released. weight 
pulls tongs togeth- 
er and assures a 
strong grip. 


Simple lock nut 
above tong hanger 
is tightened and 
mounting is com- 
plete in a fraction 
of the time re- 
uired by conven- 
tional methods. 








Steel City Electric Company Offers You MORE 


than... 


A few types of Switeh Boxes in greatest demand 


A few ordinary Outlet Boxes and Covers 


A few easy to make Fittings 


a The Line Includes 


All Types of Switch Boxes 
ALL Types of Outlet Boxes and Covers 


. and, Conduit Fittings that meet 
practically every wiring requirement 


. and every item is backed by a rep- 
utable concern with almost 50 years 
of manufacturing experience. 


Steel City Leads 
In Meeting Contractor s Needs 


: Pe 


7 


STEEL CITY ELECTRIC COMPANY 


07 COLUMBUS AVENUE, PITTSBURGH,I2)PENNA 


eR 
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Be sure the Christmas sets and devices you sell are 


equipped with Gps BULBS 


wea 


— 


You can put your confidence in— 


GENERAL @@ ELECTRIC 
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OF SERVICE Y 


1900-1950 LY 


CHAMPION LAMPS 


— both incandescent and 
fluorescent — now come to 
you and your customers all 
dressed up in these new, 
bright orange-and-blue 
wrappers. Wherever you 
display them they’ll attract 
customers — invite them — 
remind them—to buy 
lamps... 





INCANDESCENT FLUORESCENT 


These attractive, new Champion 
Lamp wrappers work to your best 
advantage — when displayed on 
floors or counters — in (¢ hampion's 
new all-metal blue-enameled Com- 
bination Merchandiser. This sturdy 
unit Comes to you complete with dis- 
play cards, test socket, price tags, to 
help you turn stock over fast. In addi- 
tion, Champion offers a full line of 
colorful, Space-saving sales-aids for 
use where they'll do the most good: 
windows, floors and counters. They're 
all expertly designed to sell more 
lamps. Champion means business — 


may we send complete information? 


FLUORESCENT FOR BETTER UGHT 


CHAMPION LAMP WORKS 


Lynn, Massachusetts 
A DIVISION OF CONSOLIDATED ELECTRIC LAMP CO 
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How to move or add lights anywhere, 
anytime without costly rewiring 





BullDog Universal Trol-E-Duct SS 


provides continuous outlet, 
completely flexible lighting 


Duct sections are joined without tools, nuts or screws. Pre 
fabricated and standardized in lengths from one to ten feet, 
they can be dismantled and reinstalled anytime, anywhere 


without scrapping a single part. 


Te tap off power at any point along the slot, simply insert 
twist-out plug and give it o 90° turn. Plugs are grounded on 
steel casing before contacts touch bus bars; narrow-access slot 


protects operotor. 


Trolley-type outlets are used where mobility is o prime requi- 
site—such as for small portable tools or for drop-cord lighting 


in stock bins and inspection areas. 
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Safe, simple, quick! Tap off power from totally enclosed bus bors of any point 
along the continuoysly slotted duct with handy trolleys or twist-out plugs 
Universal Trol-E-Duct both supports and supplies current to these fluorescent 


light ng fixtures 


IGHTING cCnanges come hign w I 
L outlet systems! Lick this prot 
with modern, economical BullDo 
Duct 
Every inch of thi 
tap-off! Ta move o1 


byt ‘ 


simply pick the right spe 
plug or trolley. And it can bi 
anyu here anytime without Cl 


Learn more about this modern, « 
from your nearby BullDog Field F 
glad to show you a typical installat 


Or write BullDog direct for de riptive 


BULLDOG ELECTRIC PRODUCTS COMPANY 
DETROIT 32, MICHIGAN — FIELD OFFICES IN ALL PRINCIPAL CITIES 


N CANADA, BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 


15 














(Costs with 


CRESCENT 


A B C ARMORED CABLE 


These Improved Features 
Make Installation 


Easier— 


Quicker— 





BONDWIRE UNDER ARMOR 


Sizes number 14 and 12 AWG employ a flattened bond 
ing wire in contact with the underside of each convolu 
tion of the armor, assuring a PERMANENT LOW RI 
SISTANCE of armor. 


a ra ATET ' an 
PREFABRICATED BREAKING LINES 
At intervals of every 145 inches on CRESCENT ABC 
Armored Cable you will find a small Cut Mark. This Cut 
Mark shows the location of a prefabricated breaking line 
inside the armor 
Only a few short strokes of a tile or hacksaw guided by the 
Cut Mark are required to cut through ONE outer ridge 
and a bend by hand severs the armor. By actual test, this 
saves 30° of the time ordinarily required. A clean separation results, with ne 
edge. There is no chance of injury to paper, conductor braid or insulation because only 
one OUTER ridge is cut. 
made that THERE IS NO RI 


The prefabricated breaking lines in the armor are so 
or electri al con 


DUCTION of tensile strength, bending qualities, crushing resistance 
ductivity. This construction meets all requirements of Underwriters’ Laboratories 





» sharp 





Stocked by principal electrical wholesalers throughout the entire country. 





= S C 
ESCENT 
RE reg CABLE 
CRESCENT INSULATED WIRE & CABLE CO. 


TRENTON, N. J. 


' 
i 
| 
} 


i 
j 
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PRODUCTS TO PUSH 
AND PROMOTE 
FOR PROFIT 








2-GANG UNITS. Switch, receptacle and 
warning light, with double-pole switches. 
For heavy duty service everywhere 
kitchens to laboratories. 


FLOOR OUTLETS. Two solid brass cov- 
ers, one for closing outlet when not in 
use, the other for shielding plug cap 
when connected. Plug is flush with floor. 
SS 
or 


MERCURY SWITCHES. Silent, mercury 
break. Durable, dependable. Fits stan- 
dard boxes. 


a 


DOOR SWITCHES. Light is on when 
door is opened, gives automatic lighting 
in dark closets. Striker plates furnished 





ARROW 


WIRING DEVICES 


rin to 


F Quality Made 
Promoted 
_ To Your Trade 


READ THIS: 


An importent story is being told to your customers these doys. For the first 
time, a wiring device monufacturer is advertising to architects and contractors 
individually talking to them in their own language telling them whot 
benefits they con derive from promoting adequate wiring and quality wiring 
devices, We're doing this because the importance of wiring devices is increasing 
every month. The number of circuits installed in an average home has tripled 
in the last few years. The electrical industry is banking on the sale of 41 millior 
appliances this yeor. 90% of all homes, and hundreds of industrial plants, must 


be rewired to carry modern loads 


What oa story! And what ao market! Wide awake distributors will recognize the 
profit possibilities will lay plans to capitalize on this accelerated activity, Our 
advertising and sales promotion program will activate the market help dis 
tributors cash-in. Don't fail to cash in on this opportunity be alert to the ever 
increasing sales possibilities offered by our quality line of w ring devices 
We're sending this Good Housekeeping Booklet, ‘Electrica iammanah 
Planning In The Home,” to architects and contractors. A PLANNING 

iN THE HOME 
non-technical educational folder full of adequate wiring 
information for the homeowner, it's one more factor in 


our comprehensive wiring device promotion 
WRITE 1609 LAUREL STREET, HARTFORD 6, CONN. 
QUALITY MADE — PROMOTED TO YOUR TRADE 


WIRING 
- DEVICES 


ENCLOSED 
SWITCHES 


\ FLECTRIC ONO 
~ ea 


Branches in: Boston, Chicago, Dallas, Denver, Detroit, los Angeles, New York, Philadelphia, Son 
Francisco, Syracuse. in Canedo: Arrow-Hort & Hegeman onoda) itd, Mt. Dennis, Toront® 
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BLACKBURN 
CONNECTORS 
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PRESSURE EXERTED BY 


NO. 6 BLA 


uw 
o 
oOo 


175 200 
TIGHTENING TORQUE 


Chart shows the except 


225 


CKBURN CONNECTOR 


250 275 300 


IN INCH POUNDS 


ionally high pressure 


exerted between the contact surfaces of the wires 
by a No. 6 BLACKBURN Hi-Strength Connector, ot 


various torques 











% 


High pressure increases the contact area between 
effectively seals the contact surfaces from 
and produces a lasting 


the wires 


moisture and oxidation 


low-resistance connection 


They are made with the right combination of 


alloys high strength alloys to reduce frictional 
losses in the threads 

They are made with smooth-cut threads, to in 
crease their efficiency. These two factors insure more 
of the tightening torque being converted to ‘pres 


sure between wires 


vilders of Quality Connectors for 15 Years 


Listed by Underwriters 


Their corners and edges are all rounded, so that 


the high pressure cannot injure the wires 


They actually test stronger than other connectors 
when pulled to destruction in a tensile-testing mo 
chine. This means that BLACKBURN Connectors have 
that extra strength required to maintain the high 

pressure between wires’ without stretching and 


loosening 


The coefficient of expansion of the alloys used is 
substantially equal to that of copper. A temperature 
change of 100 

pressure between wires’. 


F results in only 1% change in the 


Yes, BLACKBURN Hi-Strength Connectors definitely 


make better connections — for your protection! 


First, Madison & Clinton Sts 


Phone CE-3007 


St. Levis 6, Mo. 
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5 THE “BASIC UNIT 


ORIGINATORS © 


No wonder more and more 

of America’s leading wholesalers 

find it is easier to sell ELECTRO... one 

dependable source for all fluorescent lighting requirements. 


SLIMLINE * COMMERCIAL * INDUSTRIAL 
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_ARMORTITE CABLE 


.--for proved security in underground circuits 


It makes no difference what type of ground you bury 
Hazard Armortite Cable in. For, although it is low 
in cost, light in weight and requires no expensive 
ducts, Armortite has built-in protection for long life 
in any type of location. 


Moisture-proof Hazard Watertite Submarine insula- 
tion safeguards the conductors electrically ...Oko- 
bestoprene Tape over the insulation (instead of braid) 
makes a tight seal, which prevents wicking-in of 
moisture, protects against chemical action and assures 
permanent circuit idéntification. Finally, tough 
leather-like Armortite tapes, a special plastic sealing. 
compound and saturated jute coverings give addi- 
tional protection against moisture, mechanical dam- 
age and other potential enemies of cable that is 
buried direct in the soil. Extremely high impact re- 


B 


sistance is one of the outstanding characteristics of 
Hazard Armortite Cable. 


Armortite Cable has been setting records for long, 
trouble-free service for over twenty years. This spe- 
cially developed underground cable is also extremely 
easy to handle, splice and terminate, offering im- 
portant installation economies. Consider all the 
money-saving features of Armortite before you install 
underground circuits. For complete information, 
write to Hazard Insulated Wire Works, Division of 
The Okonite Company, Wilkes-Barre, Pa. 


RECOMMENDED Ff R 


AIRPORT LIGHTING © OPEN R THEATRE LIGHTING 
STREET LIGHTING « ATHLETIC HIELO LIGHTING 


HIGHWAY LIGHTING + POWER FEEDERS BETWEEN BUILDINGS 
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4 NEW RLM speciricaTions 
AND IMPORTANT revisions 


NEW 72” Fluorescent Two-Lamp 
Open End Porcelain Enamel Unit... 


NEW 72” Fluorescent Three-Lamp 
Open End Porcelain Enamel Unit... 
NEW 96” Fluorescent Two-Lamp 
Open End Porcelain Enamel Unit... 


. eh 
NEW 96” Fluorescent Three-Lamp 
Open End Porcelain Enamel Unit... 


Mean Reflection Factor increased 
to 82% on 12 RLM Units . . . Revised 
Specifications for New Instant-Start 
Ballasts. 


For Better Planned Lighting, every- 


one who specifies, recommends, 


buys or sells industrial lighting 
equipment needs a copy of this new 
book, officially revised on March 1, 
1950 and just off the press. It con- 
tains nineteen officially approved 
RLM Specifications. This book is a 
valuable aid in measuring illumina- 
tion, construction and performance 
standards which are basic to light 
ing equipment efficiency, economy 
and ease of maintenance. 

New RLM Slimline Lamp Units Included 


are 4 important, newly-established RLM 
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Standards (Nos. 28-31) for 

lighting units, designed to 

new, longer-length Slimline Fluorescent 
Lamps. Equipment conforming to thes 
standards and bearing the RLM Label is 
now available. The minimum RLM 
Standards established for these Slimline 
industrial units are based upon extensive 
tests which have indicated these standards 
to be essential to Satisfactory, efhcient and 


economical performance 


Higher Reflection Factors Higher + 


flection-factor specifications for 12 RLM 


ELECTRICAL WHOLESALING 


uts are among n 
ro existing RLM specif 
the new RLM Book. Th 


RLM STANDARD 
SPECIFICATIONS 


the following 
tral hehteng units are 
ed im this book 
@ INCANDESCENT 
1 RLM DOME 
REFLECTOR 
No. 2 RLM DELP 
BOWL REFLECTOR 
No. 3 RLM 
SYMMETRICAL 
ANGLE REFLECTOR 
No. 18 RLM GLA 
STEEL DIFFUSER 
Nos. 19, 20 RLM 
ALUMINUM 
REFLECTORS 300 
1500 w, concentrat 
lg and medium 
spread distributions 


@ FLUORESCENT 
Nos. 5, 6 RLM 48 
CLOSED END UNITS 
two and three-lamp 
Nos. 9, 10 RLM 48° 
OPEN END UNITS 
two and three-lamp 
Nos. 22, 23 RLM 48 
TWO-LAMP UNITS 
with LONGITUDINAL 
SHIELD 
pen and closed end 
Nes. 7, 11 RLM 60" 
TWO-LAMP UNITS 
open and closed end 
Nos. 28, 29 RLM 72 
OPEN END UNITS 
two and three-lamp 
Nos. 30, 31 RLM 96° 
OPEN END UNITS 
two and three lamp 


rh 


rease 





Takes Heavy Loads 

No Arcing, No Pitting, No Failures 
Smoo-00-ooth Positive Action 
Easy Wiring 

Economically Priced 

Each Switch Individually Tested 


Slater makes a quality line of wiring devices, 
both specification and competitive grades. 
Write Dept. W for your free 1950 catalogue, 


listing over 150 Slater devices. 


ELECTRIC a MFG. CO. 


wooosiot, NEW YORK 


ELECTRICAI 


Fastest-Growing 


Manufacturer 
In The Field 
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New C-Q-T 
Plug Fuse 
Gives 








I. LONG TIME-DELAY... 


enough fo start a heavy washer] 


2. SENSITIVITY... 


enough fo protect a cord. 


HERE IT IS! See how the performance curve 
of the Shawmut C-QUICK FUSE WITH 
TIME-DELAY (C-Q-T) compares with the 
time-current characteristics for 20 ampere 


BRANCH CIRCUIT DEMAND 
CURVE 20 AMP AS FER 
te) ase U 

‘ 


protective devices proposed by the EEI- 
AEIC Joint Committee on Branch Circuit 
Protection (Curve G5, page 30 of EEI- 
AEIC Report). 


& f Satee* 





‘ senses “+--+ +4 
v4 ; , oem $4044 = ++ ———+ ene soem « 
» SOOO seam | euges — ; ++ 
oeSeuemtemse seeeees 33-45 ty ) an ae a Oe 1S S-Heeet 
+ © weet . 
j 
c 


will 























Specify the 
NEW SHAWMUT C-QUICK PLUG FUSE 
WITH TIME-DELAY (C-Q-T) 


A quick study of the above chart shows you that the 
Shawmut C-Q-T Fuse gives even better protection than the 
device proposed in the EEI-AEIC Report .. . longer safe 
time-delay in the overload range . . . faster action in the short- 
circuit range. 


Designed for the average household branch circuit carry- 
ing a mixed load of appliances, it allows heavy-drawing ap- 
pliances like washing machines to start and operate through 
their entire cycle. No needless fuse blowing... yet assures 
Smet C-Q-T Fosse, ene by veel protection to lamp cords. 
writers’ Laboratories, Inc., come in the following Put C-Q-T On Your Shelves NOW 
ratings and color codes: 15 amp — bive; 20 The demand for this new device is fast growing among 
amp — orange; 25 amp—red; 30 amp — Utilities . . . it meets their specific needs. Contractors, too, 
are asking for it. This business will be coming your way 
: E if you’re ready to handle it. Write for Free Bulletin. 
at slightly lower price. THE CHASE-SHAWMUT CO., 372 Merrimac 

ee a Street, Newburyport, Massachusetts. 
SINCE 1893 


green. Also in same ratings without color coding 
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Up to 20 circuits with these 


6 Cutler-Hammer Multi-Breakers 


SINGLE POLE 

The Multi-Break- 

er for minimum 

needs. Ask for 
MO} 


TWO POLES 
The Multi-Break- 
er for 
homes. Ask for 
MO2 


small 


FOUR POLES 
In a single block. 
One and 
pole combina- 
Ask for 


two 


tions. 


4 POLES BASIC 
5-6-7-8 POLES 
made by adding single pole units 
Ask for MO8 


The Cutler-Hammer simplified line 
of Multi-Breakers meets all domes- 
tic protection needs—six items pro- 
viding from one to 20 circuits! The 
fundamental unit is the single pole 
Breaker. How it combines in mul- 
tiples up to 20 circuits for small, 
medium and large homes is shown 
in the adjoining pictures. Carry a 
relatively small stock . .. make up 
the item at the time . . . on the job 
... for the job. 

And these Multi-Breakers offer 
you and the customer every de- 
sirable feature —the circuit inter- 


. 7 Di - 
CUTLER’ HAMMER 
a 


MULT!-—- BREAKER 
> 


| 
| 
i 


oo 
4 POLES BASIC 
UP TO 12 POLES 


formed by adding four-pole 
plug-in" units. Ask for MO12 


ELECTRICAI 


rupter that needs only the touch of 
a little lever to restore service, the 
“slow—fast”’ thermal magnetic ele- 
ment that is slow to act on safe 
overloads but is lightning fast even 
on low value short circuits (this 
standard feature is provided at no 
extra cost), the safe, factory-sealed 
“‘works’”’ 
ance which together permit the 
Multi-Breaker to be installed 
where it is most convenient. 
CUTLER-HAMMER, Inc., 1327 
St. Paul Avenue, Milwaukee 1, 


and handsome appear- 


Wisconsin 


4 POLES BASIC 

UP TO 20 POLES 
formed by adding four-pole 
plug-in” units. Ask for MO20 
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eeettD BY 


PLASTIC NOVELTIES 
with 


# } “RUDOLPH 
UU! «THE RED-NOSED 
& REINDEER” 


Royal des 


FOR 


Novelty .. . variety . . . saleapility! The 
something different’ cust look for 
They'll excite interest by National Adver- 
fising, and carry right thru ta the cash 
register. == 


“ee EES 
Show them... sell them! rramerroor VISCA TR 


ee 


i 


weet O8 , Rffuns P 
F Genemet » 2 pLasTiC NOVEL 
Good Housekeeping ILLUMINATED 
& toy we | 


THES 


45 aoveanisto WS 
VINYLITE PLASTIC PLAQUES 
R 


ILLUMINATED FuLl-coLlo 


» Order from your wholesaler- TODAY 


Write for complete full-color catalog 
ROYAL ELECTRIC COMPANY, Inc -PAWTUCKET-R-I- 





PAS BD) A | i ee BD) ees) ©] \ | a BD 
ge) an wat Electrician 


a: = i ‘% 
LUMMINS wovr 202 ily, OH 


BUILT IN 
@ WNERAING 
y WE 


BENCH 


for deep boring in heavy timbers. . 
creosote planking. . sappy wet lumber 


of all kinds. . A flick of the switch and 


the tool turns in reverse . . . eliminates hand turning 


and struggling to remove bit from wood. 


(E> © PORTABLE 
(8) Cummins ros 


s > : 
Pla atJse 
“PY BPS RA 
SS, : 
( Ss 





The BEST in modern lighting calls for the BEST in lighting accessories. These 
General Electric components provide day-in, day-out operation that spells long- 


run economy—that saves lighting dollars. 


7B M AND D TRANSFORMERS FOR LIGHTING CIRCUITS 


Now you can get special lighting transformers at the same price as conven- 
tional units! These units, equipped with two 5% rated-kva taps below rated 
primary voltage, can be used to compensate for a 5% or 10% drop in line 
voltage, thus providing rated voltage to the lamps. There are 11 sizes from 
1 to 50 kva, rated 480 volt primary, 120/240 volt secondary. Ideal for your 
new lighting job, or if you are not getting full light output from your pres 
ent system. A complete line of these units with 600 volt primary is also 
available, at a slightly higher price. 


B BALLASTS FOR MERCURY-VAPOR LIGHTING 


For lighting high-bay areas, mercury-vapor lamps provide both economy 


and efficiency. General Electric Tulamp ballasts make economical mercury 
vapor lighting cost even less. This popular Tulamp unit powers two lamps at 
high power factor, giving steady, abundant light. It costs less than two single- 
lamp units, cuts installation and operating costs. There's a complete line of G-E 
mercury-vapor lamp ballasts to meet virtually any installation requirement. 


FOR FLUORESCENT LAMP: 


The heart of a fluorescent fixture is the ballast. The design and construction 
of the ballast can affect lamp life, lamp light, and the life of the ballast 
itself, All General Electric ballasts are designed and built to give correct 
voltage and current for the lamps they operate—to provide rated lamp out- 
put and full lamp life. For the most for your lighting dollar, specify G-E bal- 
lasts in the fixture you buy. Buy when you see the familiar General Electric 
ballast tag on a fluorescent fixture. Apparatus Department, General Electric 
Company, Schenectady 5, N. Y. 


GENERAL @@ ELECTRIC 


411-41 
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Completely Re-Engineered 


FRONT OPERATED TOGGLE 


Service Entrance Equipment 


S$ \n 
GG AP -ACTIgN: Se pncne cartons 


CAN BE Sealey WITH = < ~ gEALABLE TRIM 
PADLOCK jw EITHER 
ON OR off POSITION . F HINGED TRIM 
. i AND SINGLE 
FASTENING SCREW 
——— panna ans 4 ON SURFACE TYPE 


R 
ee ninBee 00° 


Cat. No. 63324 


Generals new Front Operated Toggle Service Entrance 

equipment has been completely redesigned to incor- 

porate the very latest engineering features. 

The unit shown above is Cat. No. 63324 which is a 30 

amp. 3 wire, 2 main fuse front operated toggle switch 

controlling four plug fuse branch circuits. Other types 

of 30 amip. combinations are available—fused or unfused 

mains —2 or 3 wire service —up to six branch 

circuits flush satel surface. Solderless pressure wire connectors online side «+ De- 

For further details see page 20. Cat. 4809-A WN: _—— ye full-floating contacts «+ All bakelite unit 
" . ill accommodate non-tamperable fuses + Insu- 


lated neutral (bonding screw furnished for grounding) 


write for your copy today. 
« Ample wiring room and abundant knockouts. 
frailable exclusively through wholesalers. 


rélse avatlable — 


Front operated toggle, plug fused safety switches 


Cat. No. 633NP 





One of the largest Manufacturers of: 


SERVICE EQUIPMENT... 


Pullout, Front Operated Toggle and Side Operated types. 


Indoor—surface or flush, and Outdoor 

SAFETY SWITCHES... 
30 through 1200 Amp., 2508 and 6004 Type A.C and D. 
Indoor and outdoor. HP rated 


. 
Switch Corp. ELECTRICAL DISTRIBUTION EQUIPMENT 
SALES OFFICES IN EVERY MAJOR CITY 





49 Roebling Street Brooklyn 11, N. Y. 
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entral Conduit distributor 


Call your © Sor 
om 


ALL THESE 


OS  Sence 00 — 


SIN 





When you need conduit or other electrical sup- And your bew bet for friendly, prompt service 
ples your best bet 's to coll your Central Canduit = is. your Central Conduit Distributor. He goes out 
Distributor He handles quality prodvets ke of his way to see thot you ore fully sotsfied 
Centro! Rigid Stee! Conduit. And he offers four you have ony problems he will be glod to help 
kinds for you to choose from: Cenlaco (hot dipped) You in ony way he can 


Central White Central Block ond Centrot Call your Central Conduit Distributor the next 
EMT. All of them meet Underwriters’ Laboratories time you need Conduit or ony other electrical * 
requirements ond ore approved by the Notional supplies. You'll find thot his quolity products go . > 
Blectrical Code hand in hond with his quality service 

lhe 


SPANG-CHALFANT 


Divisien of The Netene! Supply Compeny 
Generel Sales OWice! Grent Bidg.. Pittsburgh, Pe 


Gusts Oates ond Seles Gigeeenatatione te Pacipsl Chios ‘f | 7 | 
» 
| 1ese 


TET, og D)) = = | J 








This is one of a series of Spang ads which ore appearing 
regularly in: ELECTRICAL CONSTRUCTION AND MAIN- 
TENANCE, ELECTRICAL WEST; ond ELECTRICAL WORLD 


AID YOUR SELLING EFFORTS 


Teamwork means a lot in selling. That's why Spang gets 
behind you and aids your selling efforts with ads like the one 
above. We like to think that as a team we do one job and 


you do another . .. we make ‘em and tell ‘em... you sell ‘em. 


These advertisements add "punch" to your selling efforts. They 
are constantly reminding your prospects about the friendly 
service you give and the quality products you stock such as 
Central Rigid Steel Conduit. 


SPANG-CHALFANT 


Division of The National Supply Company 
General Sales Office: Grant Bidg., Pittsburgh, Pa. 
District Offices and Sales Representatives in Principal Cities 
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eadership 


@ Wherever you see the REVERE Trade Mark, you may 
be certain that fine lighting exists. The best in engineering 
skill, the best material that money can buy, the best in 
assembly and construction, go into every 
REVERE Unit. That’s why REVERE 
Floodlighting is constantly gaining in 


favor throughout the land. 


Single and 
Double Arm 
Octagonal 
One-Piece 
Standards 





Single and 
Double 
Obstruction 
Lights 


7-2 | 
Originators of the 


Famous Hinged 
Floodlight Pole 





— 
—“ 

—_— 
—_— 
—_—_— 
—_—_— 
—_—_ 
bars 
— 
— 
— 
pay 

—_ 





me 


Uitra High and High 
Intensity Runway 
Markers for Airports 


5-Light Cluster with 
300-500 Watt Lamps 
Slips 2° stub over 


au “eae THE GREATEST NAME IN LIGHTING 
6011 BROADWAY . . . . CHICAGO 40, ILLINOIS 


WE COVER THE FIFLD WITH A COMPLETE QUALITY LINE OF .. . SERVICE STATION ¢ AIRPORT « 


Be eri 


SPORTS e STREET e OUTDOOR THEATRE ¢ MARINE AND INDUSTRIAL LIGHTING EQUIPMENT 


ELECTRICAL WHOLESALING—September, 1950 






































ALL-STEEL EQUIPMENT is 800 Kensington Ave., Aurora, Illinois 
“A BOX FOR EVERY NEED” 
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6 IMPORTANT FEATURES! 


Path of grounding circuit through plug sleeve and 
receptacle housing 


Complete terminal units in both receptacle and plug are 
removed for wiring by loosening 2 screws on either 
side of receptacle or plug housing. 


Circuit wires may be installed easily to solderless terminals. 


Phosphor Bronze springs in plug and receptacle insure 
grounding before poles complete circuit. (In Style 
grounding pole is made longer so that grounding cir- 
cuit is made first, broken last.) 


Gasket on clamping nut assures vaportight seal between 
plug and receptacle. 


Concealed cord clamp with rubber bushing gr ips cable 
securely, making plug vaportight. Smooth, easy-to- 


handle aluminum cap covers Complete Clamping unit, 


APPLETON 


Circuit Breaking 


Plugs and Receptacles 


30, 60 OR 100 AMPERE CAPACITIES * 250 V.D. C., 600 V. A. C. 


Durability... ease of wiring ... complete safety! 
You get all three with Appleton Circuit Break- 
ing Plugs and Receptacles! 

Cadmium-plated Malleable Iron Junction 
boxes and highest quality die cast aluminum 
housings on both plugs and receptacles guard 
this equipment against the hard knocks of severe 
service conditions. Complete terminal units 
equipped with solderless connectors in both 
plugs and receptacles assure fast, easy wiring. 

Receptacle housings are available in four styles 
—Dust-proof lift-cover, threaded with cap,or 
threaded without cap,and plain. Plugs available 
with or without clamping ring. 

This equipment can be used for reversed serv- 
ice by installing terminal units in opposite 
housings. 


Appleton Plugs and Receptacles are made in two styles: Style 1 
(as illustrated) is designed for use in installations where cor- 
rosion is not excessive and where the plug sleeve and the 
receptacle housing may serve as a safety circuit 

Style 2 grounding is made through extra pole in Plug and 
Receptacle. This style is recommended where excessive cor- 
rosion exists. Grounding pole is made longer so that ground- 


ing contact is made first and broken last. 


APPLETON ELECTRIC COMPANY 
1734 Wellington Avenue «¢ Chicago 13, Illinois 


Branch Offices: NEW YORK, 50 Ch « DETROIT, 3049 E. Grand Blvd. ¢ CLEVELAND, 
1 836 Euclid Avenue © SAN FRANCISC 655 Minne St. © ST. LOUIS, 227 Frisco Bidg 
LOS ANGELES, 100 N. Santo Fe Ave. * ATLANTA, 724 Boulevard, N. E. © BIRMINGHAM 
429 Brown-Mora Bidg. © MINNEAPC 3 Fifth St. S. © PITTSBURGH, 414 Bessemer 
Bidg. ¢ BALT E, 100 t ) BOSTON High Street © DENVER, 1921 Bicke 
Street ¢ PHILADELPHIA, 10) rry St. © CINCINNATI, 626 Broodway * HOUSTON 
738 M. & M. Bidg. © HAVANA, Cuba, Malecon No. 9 
Resident Representatives: Binghamton, Do indianapolis, Kansas City, Orlando, 
Milwavkee, New Orleons, Seattle, Portland, Ore 
Export Representatives: 
International Standard Electric Corp., 67 Broad St., New York 4,N. Y, 





CONDUIT FITTINGS + LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES « EXPLOSION-PROOF FITTINGS + REELITES 
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Washinglou 
STRAWS 


YOUR PATTERN OF WORKING AND LIVING: 

THE DEFENSE PRODUCTION ACT OF 1950 e It was in the hands of President 
Truman’s office Friday, September Ist, 1950 for signature, but as this is being 
written, late on September 6th, it has not been signed and chances are that another 
day, or 2, or 3 may elapse before it becomes the law of the land,—all the delay 
obviously designed to give the country the feeling that there is no emergency, 
nothing to get excited about, nothing so urgent as to call for immediate action 
Political fiddling, while the Nation burns—on the Korea battlefields, on the home 
front, in American business and industry—burns with the desire to know what's 
going to be done and the still more burning and impelling urge to get at doing 
what needs doing. 

If signed as enacted by Congress, the Defense Production Act of 1950 among 
other things gives the President the power to: (a) requisition anything needed 
for defense; (b) force industrial concerns to convert to military production; 
(c) force shutdown of non-essential production ; (d) limit inventories; (e) allocate 
materials; (f) establish priorities; (g) install consumer rationing; (h) guarantee 
loans for expanding output; (i) seek industry-labor agreements to hold the line on 
prices and wages; (j) suspend the anti-trust laws; (k) order price and wage 
ceilings; (1) regulate installment credit through the Federal Reserve Board; 
(m)control real estate credit. 

(Interpretations of what the Act means to the electrical wholesale distributor 
will be featured in our next, The October 1950 issue. ) 


WANTED: A CIVILIAN BOARD OF CONTROLS ¢ Addressing the West Virginia 
Chamber of Commerce, Ernest T. Weir, chairman of National Steel Corporation, 
the country’s fifth largest steel producer, urged that the over-all administration of 
military as well as civilian controls should be placed under a civilian board of 
citizens of the type that would obviously be beyond the reach of partisan politics. 

Mr. Weir pointed out that the most powerful threat to our freedom which comes 
from within, will be difficult to guard against because it will be said that we must 
surrender freedom at home to protect it against attack from abroad 

He said that defense against that threat must be made on the home front and 
that the great internal threat to American freedom is the further expansion of the 
power of the Federal Government. 

Under our constitutional freedom Civilian enterprise and talent have made ours 
the greatest nation on the face of the earth. The same brand of enterprise and 
talent should be good enough to direct our destinies when that freedom is threatened. 

Let’s have a civilian board of controls. 
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CRITICAL MATERIALS CRACKDOWN e Ostensibly designed to curtail Governmental 
non-defense spending, the General Services Administration has ordered Government 
agencies to hold to a minimum their purchases of products involving 11 critical 
materials, viz: Aluminum, cement, copper, lead, leather, lumber, paper, rubber, 
steel, wool and zinc. Directly affected will be purchases of all types of business 
machines, filing cabinets, motor vehicles (both autos and trucks). 

Administrator of the agency, Jess Larson, called it the Government’s “first 
crackdown.” You can look for many others before the tide turns. 


THE SOCIAL SECURITY BILL e Just signed by the President, it puts 10,000,000 more 
people of voting age under the umbrella of the Government and adds collectively 
many millions of extra dollars to the amount of the individual check of another 
three millions of people who already have been getting security payments. 

In fact, BEFORE the bill had been signed, so the Federal Security Administration 
told the President, it had already sent postcards to all persons already receiving 
payments, expressly to inform them that bigger payments are on the way. 

After signing the bill, the President asked Congress for a special $134,000,000 
appropriation to carry out its provisions. Yes, we have an all-important election 
in November and there'll be 3,000,000 voters getting bigger checks, and 10,000,000 
will begin looking for the first check. 


$36 BILLION AS A STARTER ONLY e Thiat’s rouglily the amount of the Appropria- 
tions bill already approved by Congress. Then there is another measure for a 
$16.8 billion emergency allocation in the works and practically ready to go through. 
And, quite casually, as if he were asking for a couple of 3c postage stamps, 
the President asked for a $28.5 million emergency fund to bolster up the Tennessee 
Valley Authority’s activities as well as that $134 million for boosting social security 
payments. 
It must be a grand and glorious feeling to have the purse strings of the World’s 
most prosperous nation in your fist. 


MacARTHUR MUZZLING MUFFED e That siatement by General Douglas MacArthur, 
which was to be read before the Convention of Veterans of Foreign Wars at 
Chicago on Monday, August 28th, stirred up a real hornet’s nest in more places 
than President Truman and Dean Acheson care to think of. 


Knowing the General’s yen for efficiency his trusty press office had sent copies 


of it to the most important press agencies and magazines well in advance, all marked 
with the proper date and hour of release. One news magazine published it in an 
issue that was in the mail when the President asked the recall of the release. Two 
members of Congress placed MacArthur’s message in the Congressional Record, 
which made it a public record. Sohhh—across the country, every newspaper of 
consequence promptly printed it. 

Now the World knows what MacArthur—he who is fighting the battles that 
our State Department got us into—wants us to do about Formosa—and . . . more 
than a few insiders think that, while Mr. Acheson’s heart may have ached, the 
President may have inwardly smiled at the slip that let the MacArthur message 
“out of the bag.’’” And—maybe—the fact that the Economic Cooperation Adminis- 
tration has just authorized a $985,000 grant to Formosa for a bridge that will 
facilitate access to tidewater ports also is that kind of a slip—without the benefit 
of the State Department? 
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Industrialite High Mounting Fixture 


GOOD LIGHT... 


Industry’s Most Essential Production Tool! 


@ When you sell Appleton Industrial Lighting Equipment you're paving 
the way for top worker efficiency, better production. That’s because 
Appleton fixtures are scientifically designed to provide the right 

light, without uncomfortable glare, troublesome contrast or 

shadow. Products of nearly half a century of experience, 


expert engineering and unequalled manufacturing 





facilities, Appleton Fixtures provide maximum 
Standard Dome Reflector PP I 
illuminating efficiency at minimum installation, service 


The Stocklite | and operating expense. Appleton Lighting Fixtures 


for Stock Rooms ° P : ° . 
are available in the exact type and size for every industrial 


3) jo L E T oO Ni requirement—including hazardous locations— 
s 

whether indoors or out. Sell the finest in 

lighting equipment... sell Appleton, 


L i G i T j N G Standard for Better Lighting, 


(ii EQUIPMENT 


The EFU—First and Still Finest 
Explosion-Proof Lighting Fixture 


SOLD THROUGH ELECTRICAL WHOLESALERS 


ELECTRIC COMPANY Standlite — tor 


1734 WELLINGTON AVENUE «. CHICAGO 13, tLLINOTS Filling Stations, 


Bronch Offices: NEW YORK, 50 Church Street * DETROIT, 3049 E. Grand Blvd. © CLEVELAND, 1836 Euclid Avenve * SAN FRANCISCO. 655 Minno Street Parking Areas 


ST. LOUIS, 227 Frisco Bldg. © LOS ANGELES, 100 North Sonta Fe Avenue * ATLANTA, 724 Boulevard NE. © BIRMINGHAM, 429 Brown-Maora Bidg 
MINNEAPOLIS, 305 Fifth St, S. © PITTSBURGH, 414 Bessemer Bidg. © BALTIMORE, 100 East Pleasant Street * BOSTON 10 High Street * DENVER, 
1921 Bloke Street * PHILADELPHIA, 1017 Cherry Street * CINCINNATI, 626 Broadway * HOUSTON, 738 M. & M. Bidg. * HAVANA, Cuba, Malecon No. 9 
Resid Repr i Dallas, Indianapolis, Kansas City, Orlando, Milwaukee, New Orleans, Seattle 
Export Representatives: Internationa! Standard Electric Corp, 67 Brood St, New York 4, N.Y. 





CONDUIT FITTINGS + LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES + EXPLOSION-PROOF FITTINGS + REELITES 





eee ON LEADING HOUSING PROJECTS 


qip ' 
NON-ELECTRIC 


Here is a complete line of Non-Electric Door Chimes 
designed specifically for most housing needs today — 
popular models that are pleasing to look at and hear, 
economical to install and maintain, economically priced 
—and require no electricity, conduit, wire, trans- 
formers or batteries. The original line of non-electric 
door chimes selected by outstanding housing developers 
for their projects. 


* SUBURBAN MODEL 

Authentic colonial style brass knocker. Instead of knocking 
it sounds two melodious chime notes. 

Finishes: Polished brass knocker ivory enamel chime 
Dimensions: Minimum space required for mounting: 8%" high 
3” wide. 

Mounting: Fits doors from 4%” to 2” thick. Only one %” hole 
required in door. 








| * NATIONAL MODEL 


} 











Push button type, ideal for home or apartment use. When the 
conventional style button is pressed, it sounds two harmonious 
notes in succession. 

Finishes: Polished brass pus button plate ivory enamel 
chime. 

Dimensions: Minimum space required for mounting: 7%” high, 
3” wide. 

Mounting: Fits door or door frames up to 9” thick. One %” 
hole required. 


PARKCHESTER MODEL 


Push button type, similar to National Model, with addition of 
a self-locking lookout window and name-card holder. Sounds 
two resonant chime notes. All mounting screws are concealed. 
Finishes: Satin brass push button plate and lookout windou 
ivory enamel chime. 

Dimensions: Minimum space required for mounting: 9%” high, 
3” wide. 

Mounting: Fits various door thicknesses, as specified. 





MANUFACTURERS OF 


Electrical Signaling, COMPLETE SYSTEMS @ ONE RESPONSIBILITY 
Communication and 


wnat ene ar gale AUTH ELECTRIC COMPANY, INC. 


ee 34-20 45th St., Long Island City 1, N.Y. 


and Industry 
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COMBINE YOUR ORDERS FOR 
RIGID CONDUIT FITTINGS 
AND THINWALL ELBOWS 


Now, for the first time, you 

can combine orders for E.M.T. 

90° ELBOWS with other Con- 

duit of COLUMBUS fittings and 

get them conveniently pack- 

aged with the reliable U.L. 

label. For more than 25 years 

rigid elbows made by Conduit 

of COLUMBUS have assured 

smooth, safe raceways. This SOLD ONLY THROUGH 
same quality, convenient RECOGNIZED WHOLESALERS 
packaging, uniform production 
is now available in E.M.T. 90° 
Elbows. 


CARTON 
QUANTITY 
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THESE 4 MODULES ARE THE 
“BUILDING BLOCKS” OF LIGHT 


50,000 different patterns possible — 20% more light! 


Nothing in lighting compares with MopuLe! Nothing 


in lighting matches MODULE'S custom-fitting flexibility 


Se ee Only MITCHELL makes MODULE 

It's amazing! With just 4 simple, low cost “building 

. There's nothing in lighting like MODULE. It custom-fits 

blocks of light MITCHELL MODULE ted * 

ond “grows"’ with every lighting need; it delivers more 

custom-fitting lighting patterns to fit any commercial 

light; it stays beautiful, new; it costs no more than ordi- 

interior. MODULI exclusive plastic louver passes 20 nary fixtures. If you haven't all the MODULE facts, write 
MORF LIGHT. Simple fitting together of units (mechani today for full descriptive details 

" 

' 


cally and electrically) permits low cost rearrangement 


of patterns at any time to suit changing needs. MODULE 

mixes all light sources smoothly in one harmonious MITCHELL MANUFACTURING COMPANY 
handsome system—puts the light exactly where it's 2525 N. Clybourn Ave. + Chicago 14, Illinois 
h MODULE the in Canada: Mitchell Mfg. Co., itd., 11-25 Davies Ave., Toronto 





needed No ordinary fixtures can mat« 


only lighting that custom-fits with standard /ow-cost units 


YOU SELL module INSTALLATIONS WHEN YOU TELL THIS SELLING STORY 
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Nov one 
a“ all three 


ALL THREE TAPES ARE IMPORTANT 
TO MEET THE SPECIFICATIONS OF THE 
ELECTRICAL TRADE 


~~ 


PLASTIX, FRICTION, RUBBER TAPES 


All three tapes are important to meet the requirements of 


competent work ...no one tape can do all things on all jobs 
All three tapes should be available and offered to the trade... 
recommending each on its respective merits and qualifications 


giving due consideration to specifications and costs. 
DUTCH BRAND Electrical Tapes are quality products and 


can be recommended and sold with confidence. 


Available in practical 


sizes and packaging for 


retail consumers, contrac- VAN CLEEF BROS [NC 
tors and industrial users. ps aeons Pomme | omens 
Manvtecturers... Rubber Products fur 1910 
CHICAGO 19, U.S.A 
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‘uickingal-abiity | Gavemoney | Fy9 in-abilty 


saves initial cost saves time relocating machines 


LTG FLEX-A-POWER busways are pre-fab- a S Take-off plugs or trolley can be in- 
ricated housings which are easily cou- serted anywhere (no drop-out section 
needed for trolley). You can add or re- 


pled in any arrangement and in runs of 
any required length. Time for installing locate loads without rewiring expense 











is much less than for wiring and conduit digtribuling power and without long extensions. 





x 
<i (eo 

. aN \ Aid oe 
he 


aa - 
oe 3 a 
a 


"“ “ P 
T ape 
ake-apafi-ability saves material expense | Sealed Power Corp. 
Whenever a major relocation of outlets is required, the entire \ saves with Flex-a-fower 


FLEX-A-POWER system can be dismantled, removed to another 
location and re-installed with practically 100% re-use of ma- 


b 








LTG FLEX-A-POWER, one of six forms of 
FLEX-A-POWER for various services from 
main breakers to individual loads, is de- 
signed for light-duty lighting, small tools, 
appliances. Write for Bulletin TEC-3, THE 


TRUMBULL FLECTRIC TRUMBULL ELECTRIC MANUFACTURING 
/ COMPANY, Plainville, Conn. 


terials 


TRUMBULL‘S TRAIN OF NEW PRODUCTS 
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of Importance 


Announcement 
. Electrical Industry 


to The 


4: 


UNDERWRITERS’ APPROVE 


¢ 
re RIANGLE 
: “DUAL-RATED” WIRE 
for 


RH o. RW 


APPLICATIONS 


%, 
@ 


x 
’ 


ag One wire — two purposes 


IT’S “DUAL-RATE 


7 Reduce inventory headaches — 
% specify ‘‘Dual-Rated” wire. 
NS] 
In a move of prime importance to the electrical industry, Underwriters’ Laboratories, Inc., 
has issued an approval for Triangle’s “Dual-Rated” Wire as Type RH or Type RW 
This means that ‘‘Dual-Rated’’ wire is suitable for use as Type RH at 75°C. in dry locations 
or Type RW at 60°C. in wet locations 
“Dual-Rated’”’, available in sizes #14 to 1,000,000 CM, is a superior quality 
general purpose wire, having the following outstanding properties 
extreme moisture resistance, excellent heat resistance, exceptionally long life 
In sizes #14 through #6, “Dual-Rated” incorporates Triangle’s famous Glazon cover & 
ie) When buying wire for hot or moist locations, reduce your inventory y 
headaches — specify Triangle’s ‘“Dual-Rated” wire a> 
re) In the long run — you'll save — and get y 
Oo it faster —from a Triangle Distributor. A 


. " 
44) ave 
4 a31vy wn 


TRIANGLE CONDUIT & CADLE as 


1908 JERSEY AVENUE « NEW BRUNSWICK, NEW JERSEY 

Plants: New Brunswick, N. J Moundsville, W. Va. 
GLAZON’ BUILDING WIRE + BARE WIRE + ARMORED CABLE + “GLAZON” NON-METALLIC 
SHEATHED CABLE ° SERVICE ENTRANCE, SERVICE DROP, VARNISHED CAMBRIC BRAIDED OR 
LEADED. TRIOPRENE TRENCH, POWER AND PARKWAY CABLES ° RIGID CONDUIT HOT-DIPPED 
GALVANIZED fi ELECTRIC METALLIC THIN WALL CONDUIT ° FLEXIBLE STEEL CONDUIT 
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Revolutionizing 
Electrical 
Goods Sales! 


NO-SHOK Safety Extension Cord 
Sets open up a complete new sales 
market for you! NO-SHOK fool-proof 
safety construction (nationally ad- 











vertised) is bringing thousands of 
new customers into stores the coun- 
try over. Promote SAFETY in your 
store, and promote PROFITS, day in 
and day out! 


“a — J 
Sells fll Ytar KR O4HA 
cove TYME 4 7€ 


One person tells another... there is no 
season for safety! Indispensable in 


homes, offices and on farms. 


WINNER 


ANNUAL PACKAGING AWARD CONTEST 
This package, the only award winner from the 
entire electrical and hardware division! Recog- 
nized impulse buying appeal! 


- WA -SHAK esi 


CORD SET 


Safeguards 
FAMILY & HOME 
ee, 
mnevents 
TRAGIC ACCIDENTS 
Eliminates 
FIRE HAZARDS 


Each packaged in smart, 
colorful display contain- 
er. 6 ff —9 ft.—12 ff 

15 ft. Brown orlvory. 


How No-Shok Saves Lives 

INSERT PLUG —MAKE 

% TURN TO RIGHT- 

PUSH PLUG IN 
When plug is withdrawn, rotary dial cap 
snops shut, preventing insertion of hair- 
pins, wires, etc., into current-carrying parts 














Universally Approved 


By Leading Insurance Companies, 
Power Companies and Safety Organizations. 


NO-SHOK Sofety NO-SHOK Sofety NO-SHOK Safety 
DUPLEX RECEPTACLES CURRENT TAPS TABLE TAPS 


individvally carded in colorful award-winning package illustrated 


Order Today! BELL ELECTRIC COMPANY 


1844 W. 21st ST. . CHICAGO 8, ILLINOIS 
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Sales are climbing 
on insulated aluminum 





Between 1946 and 1949, the use of insulated aluminum conduc- 
tors nearly trebled. Why ? Because more and more contractors 
and utilities discovered the savings offered by aluminum 
particularly open feeders in the larger sizes. 

Also, during that time, more aluminum fittings became 
available. Today, you can buy them from a number of 
leading manufacturers. 

Experience on job after job proves that, between copper 
and aluminum, the big difference is in costs 

It will pay you to have the whole story on insulated alumi 
num conductors and be in a position to supply it to your 
customers. For names of manufacturers and copy of ‘‘Questions 
and Answers About Insulated Aluminum Conductors”’, call 
your nearby Alcoa sales office or write to ALUMINUM COMPANY 
OF AMERICA, 1783J Gulf Building, Pittsburgh 19, Penna 


azzAluminum Conductors 
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“DON’T CRAMP MY STYLE WITH 
KNUCKLE SCRAPERS... GIVE ME 

Boves... tueyve Jf 
GOT PLENTY OF WORKING SPACE” 


‘ 
% 


. a“ ee 

\ geal - = 
MA MORE THAN 6 INCHES G==en\S)® 
Pi inal abies weve : 


The “9600” Line of 
Meter Connection Boxes 


These Murray Meter Connection boxes 

are suitable for both indoor and outdoor 

use. Plenty of room for quick, economical wiring. They 

eliminate knuckle-scraping and save money usually 
wasted in lengthy installation time. 

Greater depth and width provide 20% more 

wiring space. Only one seal is needed—hinged sealing 

cover does away with sealing studs and bar. Box and 


cover are of raintight construction. 


Furnished in Aluminum. 


MANUFACTURING CORPORATION 


1250 ATLANTIC AVENUE © BROOKLYN 16, N.Y. 


SERVICE ENTRANCE & METER EQUIPMENT + MAGNETIC CIRCUIT BREAKERS 
SWITCHES » CURRENT LIMITING REACTORS » CROWS'NEST AERIAL LADDERS 


WRITE FOR BULLETIN 501B 


es hindi 
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JOLECOs 


to Zuality Lighting 


Throughout the entire thinking for design and production 
of Joleco fixtures, you will find this new and important 
approach. It comprises the combined study of ILLUMINA- 
TION with ENGINEERING. It “remembers” lighting 
requirements, efficiency factors, design and appearance, 


plus installation, maintenance and inspection features. 


We sincerely believe that Joleco, through Progressive 
Design, gives the Lighting Engineer the proper tools to 
solve his lighting problem, the Electrical Contractor equip- 
ment easy to install, and the Customer quva/ity lighting .. - 


the utmost for his investment. 


We are now compiling our “Illumination 
Data Book”’. Basic lighting and fixture data 
is ready. Continuing studies and features 
will be added as completed. Be sure your 


edoleco fixtures can be installed as indi- 


‘ pe ; ; name is on the mailing list for this valuable 
vidual units, in patterns or in continuous , . 
: : information. 
rows. They are available for use with 


PRE-HEAT or INSTANT START 4 
FLUORESCEN1} IOLECD Corporation 


or 4 FOOT or 8 FOO — 
SLIMLINI Designers and Manufacturers of LIGHTING FIXTURES 


2523 BALDWIN STREET ST. LOUIS 6, MO. 
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@ A new, improved electrical conduit . . . galvanized for added 
protection against corrosion. 


@ Easy to handle . . . free from slippage . . . easy to bend. 


@ Smooth, clean inside enamel finish permits quick, 
easy wiring. 


@ Each length thoroughly tested and in- 
spected at our plant. 


@ Approved by Underwriters’ 
Laboratories. 


otHeER COLUMBIA provucts: 


ARMORED CABLE 
NON-METALLIC SHEATHED CABLE 
FLEXIBLE STEEL CONDUIT 


FLEXIBLE METAL HOSE 
All COLUMBIA electrical products are Approved by Underwriters’ Laboratories 


Serving the Electrical Wholesaler since 1912 


Columbia Cable A Electric Corporation 


255 Chestnut Street 7 Brooklyn 8, N. Y. 


Sales Representatives in Following Cities: 


Atlanta, Ga. Detroit, Mich. Minneapolis, Minn. Portland, Ore. Spokane, Wash. 
Boston, Mass Slassport, Pa. New York, N. Y. San Antonio, Tex. St. Louis, Mo. 
Chicago, Ill. Los Angeles, Calif. Philadelphia, Pa. Seattle, Wash. Utica, N. Y. 
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What dd thar 
BANCAWMO TIME 
SWNT CO8f 7 





1 tuts remember., 
Litt 1¢- boasted COS @ Cétt 
since weve had 14! 


STOCK SANGAMO Heavy-Duty TIME SWITCHES 


When you sell SANGAMO Time Switches stock Sangamo Switches, because models 


you give your customers extra value. You sell 
a high quality time switch that does the exact 
it to do —-and in addition, 
gives years of unfailing, reliable performance. 
. their 
built-in quality makes satisfied customers 


job they want 
Sangamo Time Switches stay sold . . 


that mean profitable repeat business, and you 
are spared exchanges and returned goods. 


You need stock only ONE line when you 


aD 
SANGAMO 


ELECTRIC COMPANY 
SPRINGFIELD, ILLINOIS 


are available for practically any conceivable 
installation 
operation to complicated weekly schedules. 


from the simplest single daily 


And, because Sangamo quality commands 
better prices, your profit margin is greater. 


The complete line of Sangamo Time Switches 
is shown in Catalog 1010C. Write for your 
copy and for information on Sangamo’s price 
protection policy. 


Do You Sell the 
SANGAMO Type S? 


Here's precision in minia- 
ture! An economical, com- 
pact, unusually attractive 
time switch for simple 
time control problems. 
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Willioms Fluarescent Fixtures 
The COMPLETE Line 


‘Ga “4 

Pe Small dia. Slimline 

Large dia. Slimline 
and 40 watt 


Model 3294 
the 
MISSOURIAN 


TROFFER 
SLIMLINE 
CHANNEL 
WAFER 


: 

yt 
a G 
Dd 
ee 
7 A 


COMMERCIAL ° 
_ INDUSTRIAL 
RESIDENTIAL 


Small dia. Slimline 
Large dia. Slimline 
or 40 watt 


CS REN IC IRN DORE 


MAR Soar 
Ss 


Model 1642* 
A Model 3394 with #161 louver 


the : “a 
™: ita 

a 

Model 154] ee 

are 

a 

y 


“CONGRESSIONAL” 
*Available in Slimline 


“First in tlusrescent” 


H. E. WILLIAMS PRODUCTS COMPANY « CARTHAGE, MISSOURI 
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\ ou can say more 
lalebemoleldovbotcmercvemeclerbemenleucmbomeltrliiata 
Priced to meet the challenge 


in todays market. 


Aovance 
TRANSFORMER 


1122 W. CATALPA AVE., CHICAGO 40, 
CABLE ADDRESS ADTRANS 
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A Fitting Sales Wallop! 


YOU'LL BOOST SALES with Gedney Fittings 
because they're the best fittings anywhere today 

malleable iron to prevent breakage, precision - made 
to cut installation time, many items hot dip galvanize d 
for longest life. And more than that, the Gedney line 
1S comple te and meets every requirement It is sold 
entirely through wholesalers...backed up by effective 
advertising. Let’s get together for mutual profit! 


GEDNEY FITTINGS FIT! 





eA ft lieable iron castings... stop breakage 
®% Threads are machined to closest tolerances. 
® Reinforcing ribs for extra strength . . . extra grip 


*s shed chauld p ts the wire 








GEDNEY 


ELECTRIC COMPANY 


RKO BLDG. - RADIO CITY « NEW YORK 20 
Foundry, Factory and Shipping Point: Terryville, Conn 
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ANOTHER FIRST 














Now! Underwriters’ Approval 
-on Flexible Powerduct Cable 


Get the details today on ANACONDA Powerduct Cable—the cable that’s 

engineered specifically for these modern power distribution systems 

Ask your nearest Anaconda Sales Office. Anaconda Wire & Cable Company, ‘ 
25 Broadway, New York 4, New York aun ff gel bi 


Geog My 


The right cable for the job ANACONDA POWER UP 


and be 
WIRE AND CABLE [iamuenm 
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Fight With Light 
In September, 1940, when this 
nderway wit! National Defens« 


hoard ymnt WW 


carried 
We found 


engineers were | 


urning 
impossible demands for 
footcandle illumination w; re t drawing-hoare 


Win With These 1000-1 “Shots” 


Centuries ; 


ok 
ince 
1 


trical whe 


effectively 
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V. A. Has Fallen Down? 


18-year 


EDITOR 
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A COMPLETE LINE 


for you 


TELLING te WORLD 


for you 


FAST TIMING 
ities for you 
; ‘a as 


I 





WITH THE ROEBLING LINE wholesalers 
can offer a full range of electrical! wires 
and cables . . . more than 60 standard types 
for power, lighting, signal and communica- 
tion circuits. There’s building wire in many 
sizes, constructions, and various insulations 
... power and lighting cables with varnished 
cambric or rubber insulations, covered with 
rubber jacket or metal armor. Naming only a 
few more, there are service entrance, elevator 
control, motor lead and mining machine 
cables .. . bare copper wire and strand. 


IT DOESN'T MATTER what types of elec- 
trical wires and cables your customers and 
rospects are interested in. Whenever they 
ook in their trade papers, Roebling adver- 
tisements tell them about the extra value and 
service economy of Roebling electrical prod- 
ucts. Still other advertisements in Fortune 
and Business Week are addressed to business 
owners and executives . . . Every month, 
Roebling tells your complete market about 


the Roebling line—helps sales by boosting 
the demand for Roebling quality. 


ROEBLING DISTRIBUTORS can be sure 
of filling rush orders as fast as necessary. 
Their nearby Roebling branch warehouse 
always carries a stock of the full line of elec- 
trical wire and cable. The distributor can 
count on prompt deliveries from the branch 
to supplement his own stock 


BRANCH OFFICES AND WAREHOUSES IN PRINCIPAL CITIES 
Atlanta, 934 Avon Ave. * Boston, 51 Sleeper St. ® Chicago, 5525 W. Roosevelt Rd 
® Cleveland, 701 St. Clair Ave. N. E. * Denver, 1635 Ith St. * Houston, 6216 
Navigation Bivd. * Los Angeles, 216 S. Alameda St. * New York, 19 Rector St. * 
Philadelphia, 12 §. 12th St, * Pittsburgh, 855 W. North Ave. * Portland, Ore., 
1032 N. W. itth Ave. * Sam Prancisco, 1740 itth St. * Seattle, WO First Ave. 
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GIVES YOU 


y 

j EASY STRIPPING 
g A paper dam under the sheath, 
surrounding the conductor as- 
sembly, improves stripping. 
This dam adheres to the sheath 
when stripped—doesn’t let the 
saturant penetrate to the paper 
wrap, assures free stripping and 


clean conductors. 


/EATHER 


Pulls from the carton treely in 
temperatures as high as 125°F. 
—does not stick to your hands. 
Maximum moisture resistance 
Type 8 or Type T conductor insulation 
Listed by Underwriters’ Laboratories, Inc. 


Sold through leading electrical wholesalers. 


2 | . ve 
1302 Chamber of Commerce Building, Pittsburgh 19, Pa. 
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Congressional X-Ray Of REA 


Bares Administrative “Bugs” 


House of Representatives subcommittee scrutinizes several Rural 


Electrification Administration practices and unearths what it 


terms “administrative difficulties” in eight states and Alaska 


7 ASHINGTON— Rural 





RAYBRO Electric Supplies, Inc., of Tampa, Jacksonville, Miami, and St 


recently held a general sales meeting in Tampa at the « 
which is located approximately twelve miles from the 
firms entire 


Petersburg, Fla., om 


pany’s lake property 
heart of Tampa. The two day meeting was attended by the 


sales department 
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A SAFE 
AND STEADY SELLER 


“SECURITY” —THE FRICTION TAPE MADE BY 


Instinctively—electrical contractors reach out 
for things they know and trust. 

They trust “Security” because they évow it 
stands up in service. It has high tensile strength. 
It is free of pin holes. It does not unravel when 
unwound from the roll. It tears straight. And 
it has a strong, rubbery adhesive that sticks 


and holds. 


Is your stock of Security adequate ? 


UNITED STATES RUBBER COMPANY 


MECHANICAL GOODS DIVISION + ROCKEFELLER CENTER, NEW YORK 20, N.Y. 
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for, members were not receiving adequat« 
service, obligations to creditors were not 
being paid, and because there was no evi 
dence of corrective action being taker 
REA was forced to temporarily assume 
local management,’ REA Administrator 
Wickard wrote in describing one co-« 


p's 
troubles 

Maryland—A co-op generates a 
tion of its own power at a cost of If 
mills, compared with purchased power 
averaging nine mills. “The REA Admit 
istrator admitted this cooperative gives 
about the poorest service of any in the 
United States and that it is not amenable 
to any suggested improvement,” the study 
noted 

New Hampshire Both” mismanag 
ment and dishonesty “were evident tron 


I 1s” of O-¢ subcommitte: c oe 
sap tiataaesigs = po WINDING up a 6-day sales conference recently, salesmen and executives of 


Appleton Electric Co. pose outside Appleton Lodge near Three Lakes, Wis 
years was more than $500,000. A former Coming from all parts of the U. S., they met at company headquarters in 
manager embezzled $14,00 Chicago for a discussion of sales, engineering, production and promotional 


said Total deficit after nearly eight 


The subcommittee concluded that no problems, aimed at equipping each man to render better service to his elec- 
need for legislative changes had b trical wholesalers 


discovered, but the study is contim 





with consideration of generating 


transmission loans. A final report 


be issued after further hearings 


ek afeals oat tiey aeceaiyine the Lleetric Power Industry 
Is Ready For Emergency 


recommendations of the subcommittee 


Distribution Conference 
To Be Held Oct. 16-17 President of Edison Electric Institute informs National 

BOSTON—The 22nd annual Bostor 
Conference on Distribution will be held 


October 16-17 at the Hotel Statler here bility of power industry is nearly double that of 1941 
according to a recent announcement by 


Daniel Bloomfield, director of the con TEW YORI 
ference N in ¢ ' 


Security Resources Board that present generating capa- 


Open to all who are interested, the 
Boston Conference on Distribution will 
be addressed by 30 outstanding business 
leaders, including The Rt. Hon. C. D 
Howe, minister of trade and commerce of 
Canada; Donald R. Richberg, Washing 
ton lawyer; Hon. Lowell B. Mason, fed 
eral trade commissioner Carl Bvoi 
public relations counsel; (¢ F. Hughe 
business news editor, Jhe \ ) 

Times; Paul lazur, partner, Lehma 
Brothers; E. D. Bransome president 
Mack Trucks, Inc John W. Craig, vice 
president, Avco Manufacturing Corp 
Frank M. Porter, president, An 
Petroleum Institute 

Q. F. Walker, economist, R. H 
& Co., Inc.; Frederick W. Ecker 
cial vice president Metropolitar Life 
Insurance Co.; F. A. Jenckes 
Mills; E. J. Klock, General 
Dr. Paul H. Nystrom, presiden 
Price Variety Stores Association Mar Louis V. Sutton 
ion Harper Ir.. president 
Erickson, Inc Louis B. L 
president Bank of Americ: 

Damon, president, TWA 
Slotemaker, vice president I 
Airlines; Dr. Julius Hirsch , now under 
Elder; Dr. Karl D. Butler This vez 
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the CONDULET and rigid conduit 
method gives you maximum 


PROTECTION 


and 


SAFETY 


in concealed work 


When you plan a job of concealed 
electrical wiring, every factor that has a 
bearing on the kind of service it will give 
throughout the life of the installation 
should be carefully considered. 





*®CONDULETS 
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ECONOMY .. Add up the material and the installation 
costs and you will find that Condulets and rigid conduit com- 
pare favorably with other wiring methods. Then consider 
the other advantages and you will find that Condulet and 
rigid conduit is the really economical method that pays extra 
dividends over the years. 


GROUND CONTINUITY is of vital importance in 
concealed work because any joint that isn't tight in the begin- 
ning makes a high resistance point and after the concrete 
has been poured there is never any way to locate and correct 
the faulty condition. CONDULETS, with their taper threaded 
hubs, and rigid conduit with its tapered threads make a secure 
joint that provides a reliable and permanent low resistance 
path to ground. This SAFETY feature affords maximum 
PROTECTION against personal injury and fire 


CORROSION RESISTING Cast Feraloy Con- 
dulets offer the best PROTECTION wherever moisture, dust, or 
corrosive atmospheres are present. This quality is very im- 
portant in concealed work because corrosive tendencies are 
greatest where there is a change of medium, as at the point 
between the floor or wall and the air 

FLEXIBILITY In concealed work Condulets with 
blank covers can be placed at strategic locations to provide 
future outlets to meet changing conditions 

SECURE ATTACHMENT OF DEVICES 
The mounting holes in CONDULETS are drilled and tapped 
in the cast metal body — no weak mounting ears to twist off. 
All devices are FIRMLY attached 

QUALITY For more than forty-five years CONDULETS, 
made only by CROUSE-HINDS, have been the standard of 
quality, built from the finest materials, with painstaking care, 
by skilled craftsmen 

VARIETY There are thousands of types and sizes of 

* CONDULETS, plugs and receptacles, and lighting fixtures 
including a complete explosion-proof and dust-tight line for 
use in hazardous locations 

On your next job of concealed work, plan to get all of the 
benefits of sturdy Cast Feraloy CONDULETS and rigid conduit. 
Send for additional information on modern CONDULET in- 
stallation 


CROUSE-HINDS COMPANY 
Syracuse 1, N.Y. 
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GUA Series Explosion-Proof Condulets 
with lugs for nailing to concrete forms. 


} 


\ 
Type EHS 
Explosion-Proof 
Switch Condulet 
in a hollow tile wall 
a Type AD Watertight 
: Condulets for flush 
mounting tn 
oe floors or walls. 


Type FJC Condulets 
for floor outlets 
Covers can be 
GRF Series drilled and tapped. 
Condulets with a . 
slotted nailing 
lugs. 


SK Series Condulets 
with nailing lugs. 

For.walls, floors or 
sidewalks. Have 

flush cover screws, 


Type SKC Condulet and 
Type EY Large Radius “Y" 
installed in concrete 





Rely on Quabily— 


PYLE-NATIONAL INDUSTRIAL LIGHTING FIXTURES 


for wfey 


IN HAZARDOUS LOCATIONS 


EXPLOSION-PROOF 


PYLE-NATIONAL LE SERIES (Class |, Groups C and D) 


For use in locations where highly flammable ma- 
terials are manufactured or handled. 
Rugged, flame-tight cast aluminum alloy hous- 

ings render internal explosions harmless, and 

insure safe operating temperatures. Threaded 

construction permits easy access to interior for 

wiring and lamp replacement. Available in many —_PYLE-NATIONAL DE SERIES: (Class I, Group E, F, G and Class II!) 

types and sizes. 
For use in locations where flammable dusts are 
present in quantity. 


Strong, one-piece cast aluminum alloy housings 
FLEXIBLE SUPPORTS . are designed to exclude dust from the interior 
and to avoid accumulation of dust on the exte- 

PYLE-NATIONAL FO SERIES: (Class |, Group D; : t , . 
Class It, Groups E, F and G and Class Il!) rior surface. Available in many types and sizes. 


Pyle-O-Fle ort e fo e with a 
i rity ro aa Manpeina halon Pyle-National also manufactures a complete 


line of explosion-proof and dust-tight supporting 
PYLETS for lighting fixture mounting, in addition 
to an extensive line of the most commonly used 


pendant type, explosion-proof and dust- 
tight lighting fixtures to comply with NEC 
which limits rigid stems to 12° in length. 

Pyle-O-Flex is made to resist internal 
explosions ond provides o good electri- , types of conduit fittings, switches and circuit 
cal joint without bonded jumpers breakers for hazardous locations. Consult the 


new PYLET Catalog 


THE PYLE-NATIONAL COMPANY 


1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS SINCE (O87 


District Offices and Representatives in Principal Cities of the United States 


Export Department: International Railways Supply Co., 30 Church St., New York. Canadian Agent: The Holden Co., ltd, Montreal 


PLUGS AND RECEPTACLES e FLOODLIGHTS @ TURBO-GENERATORS e GYRALITES e CONDUIT FITTINGS @ MULTI-VENT AIR DISTRIBUTION 


60 ELECTRICAL WHOLESALING—September, 1950 





i ’ 
THE NATIONAL MAGAZINE OF ELECTRICAL WHOLESALE DISTRIBUTION 


4 


BM Grow Mill Publication 


an 
nw 
Qo 





Electrical Wholesale 
Distribution 
For the Month of June 1950 





The June sales of electrical 
all classes combined, held up excepti 


and showed an increase of one percent 


a 
“ 
oO 


Pads nitustitittes ilactiahiea = 


month \t the same time the nti grou 
an increase of 15 percent over Ju 1949 


By class of house, June sales « ul olesaletr 


tad 
re 
ae 


; 


me Vv 
were up 3 percent compared to May, 1950. Wiring 
supplies-construction materials distributors showed a 
gain of 18 percent, while appliance and specialtic 


wholesalers dropped 12 percent 


ww 
w 
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Compared to the same mont! 
1950, sales of full-line wholesal 
wiring plies-construction 


appliances 
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AVERAGE reported 
a tee ee ; 
MONTHLY Compared 


INVENTORIES full-line houses 1 


supplies-construct 


Linton 


ema 
Low ] 
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percent, while 
reported an incre: 


\t the current 





The position of se monthly index indi t; Re nes Department « f 
by tabulation of hundreds of reports from an identical group which follow 
wholesale l s regularly 
furnish reports reg do not alwa 


TRICAL WHOLFSA 
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HEAT REGULATOR 


ONLY 
new $9999 


LIST PRICE 


Hert 'S the Heat Regulator Package that can be offered two ways 

and greatly increase your profits. Dealers can sell it installed—no line 

voltage wiring is necessary. Elimination of complicated parts, and 

wiring simplicity reduces installation time, labor and maintenance 

costs. Or, if they prefer, they can sell it over-the-counter to customers 
as a complete package, easy to install. 





This new Honeywell Heat Regulator is equipped with 


OPERATING | the added protection of an internal fail-safe spring mech- 
} anism that automatically shuts down draft-dampers when 
DISPLAY } electric power fails. 
WOW AVAILABLE | , 
} All home owners with hand-fired heating plants want 
= rn dependable, automatic heating control. When they're 
= shown the new, exclusive features of the Honeywell ATTRACTIVELY | 


Regulator, they'll buy every time. Stock up now for your 
Whe HONEYWELL dealers. Minneapolis-Honeywell, Minneapolis 8, Minn PACKAGED 


— ye - 


COLORFUL DISPLAY BOARD SALES APPEALING CARTON 


illustrates the simple operation attractive handy 











d set-up of the thermostot ton w boos! over 


motor unit. It's a conver ale ontain 
demonstrator quickly 219 A Package 

customer interest and 3 nstallation b 
ttizes the simp ty of in 


Nation and operation 
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PACKAGE! ianins une. 


NEW 
SENSITIVE 
THERMOSTAT 


COMPLETE PACKAGE 


ALL ACCESSORIES 
INCLUDED 


PLUG-IN TYPE 

EASY TO INSTALL EE Rig ta 
SE Hoievwell 
PEND LE oe 


i E CONTROLS 
OST LESS THAN SERVICE oS Gm FRO & $:¥ S$ ¥ =.= 
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Electrical Wholesale Distribution 





REGIONAL — | JUNE, 1950 


LDERED regionally 


Figures in this table apply to the geographic divisions 
as outlined and numbered in white on map above. 





SALES INVENTORIES 
June 1950 June 1950 

Compared in % with Trading Compared in °/, with 
May June Region May 
1950 1949 (See Map) ‘1950 
+2 +20 0 
— +12 +6 
+26 +4 

+3 —| 

—I| 
+3 
—2 
+2 
+5 


DOnowmhwn— 
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ARROW- HART 


ENCLOSED 


SWITCHES 


| Lally Cn C a tod 


@ SUPERIOR SAFE PERFORMANCE 
@ QUICK MAKE-&-BREAK TYPES A and C 
@ SAFE, EXTRA STRONG BOX 

@ PRE-PIERCED SEALED KNOCKOUTS 
@ DUSTPROOF SEAMS 

@ INFRA-RED BAKED ENAMEL FINISH 


@ RANGE of TYPES “A”, “C’, “DY, “CR” 
and SERVICE EQUIPMENT 


Catalog No. 27284 Type “A” — 3 Poles, 3 Fuses, 575 V.A.C., 7)2 H.P. 


to superior switch 
rs add extra safety, 
longer life—they’re 
line of Enclosed 
ers and engineers 
g their work on the 
when they built the 


0 ii) ARROW-HART 


Not a weld, not a seam, not a screw, nor any part 
has been treated carelessly or haphazardly or 
negligibly in this A-H product. You will be con 
vinced of this when you see and use the Arrow- 
Hart Enclosed Switch—more convinced yet when 
you've come to put your trust in its performance in 
your plant. For a discussion of some of its out- 
standing features, see the reverse page 








CATALOGED SWITCHES 


Whatever your requirements in an en- 
closed switch, Arrow-Hart can supply 


THE RIGHT UNIT the unit to do the job. With the most 
22 extensive line in the field, Arrow-Hart 
also offers the latest improved designs, 


B U | LT we | G a T 6 6s and possesses the know-how to produce 


special switches for extraordinary 


applications. Below are three represen- 
RIGHT FOR THE JOB tative standard types 





The box is made of heavy gage 
steel; finished with special- 
formula chip, abrasion, and heat 
resistant enamel, baked on by 
infra-red heat for better bond, 
smoother and more durable sur- 
face; welded, extra-overlapping 
seams add to rigidity, provide 
extra protection against dust and 
moisture; knockouts removed 
easily, cleanly, due to pre-pierc- 
ing—yet do not dislodge acci 
dentally, due to flush stamping 
and paintlock. Type “A” switches 
cannot be opened in “ON” posi- 
tion. Wiring and servicing are 
simple — plenty of knuckle room 
in the box. 








Actuating handle and mechanism 
virtually unbreakable under normal 
conditions — zinc finish prevents rust. 
Actuating spring provides quick-make, 
quick-break action—extra strong, extra 
safe, semi-selfspringing for positive 
contact. Contacts are tin dipped cop- 
per, can carry the heavy loads for the 
long pull. (In certain sizes, contacts are 
enclosed in separate porcelain cham- 
bers which confine arcing.) Switches 
designed to operate under continuous 
load. Arrow-Hart makes all parts 
enclosures, contacts, operating mechan- 
ism, porcelain —to assure you of a 
quality product, long lasting and satis- 
factory on every count 























Good Connections 
wn WEAVER 


CAST BRONZE 
GROUND CLAMPS 


TYPE No. JP 


* GREATER CONDUCTIVITY 

* POSITIVE BONDING 

* NON-CORROSIVE we > wane ee 
or ground rod. 

* PERMANENT 

* EASY TO INSTALL 


For bonding copper TYPE No. JA 


* GREATER STRENGTH 
L 4 


Write for the latest Weaver Catalogue 
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Do you know how many fluorescent lamp ballasts are 
replaced; how many chime and signalling transformers 
are sold; how many oil burner ignition transformers must 
be replaced or the number of air cooled power and 
stepdown transformers installed every month, in your 
territory? The dollar volume may surprise you — and 
indicate a substantial business which you could supply 
with Acme Electric transformers. In every modern home, 
apartment, store, office and factory, transformer appli- 
cations include lighting for fluorescent and cold cathode 
lamps; power distribution and regulation; voltage control, 
boosting or reduction. There are more Acme Electric 





transformer sales opportunities than you imagine. Write 
us, we'll tell you how you can supply these profitable 


markets. 


V creck LIST OF TRANSFORMER 
SALES OPPORTUNITIES 





FLUORESCENT LAMP BALLASTS [] AIR COOLED POWER TRANSFORMERS 
COLD CATHODE LIGHTING TRANSFORMERS [] STEPDOWN TRANSFORMERS 
CONTROL TRANSFORMERS [] BELL — CHIME TRANSFORMERS 
WARP-STOP TRANSFORMERS [] LUMINOUS TUBE TRANSFORMERS 
TESTING EQUIPMENT [] VOLTAGE ADJUSTORS 


Aemaaiiz Floetriec 
T Rm AR. §. EER MO ees 
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ACME ELECTRIC CORPORATION 


679 WATER STREET * CUBA, N. Y. 
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INSERT cable in SNAPX connector. 


COMPRESS spring clip that holds 
cable. 


SNAP IN to box knockout and the 
cable is set — the job done! 


6 


SnapX Fittings for 2-12 and 3-12, 2-14 and 3.14 
armored, and 3-12 and 3-14 non-metallic cable 
carry the underwriters seal of opprova 











The Entirely New Connectors For 
Armored and Non-Metallic Cable 
That You Just Snap Into Place! 


SNAPX is the new cable connector that is installed without 
tools. There are no nuts or screws to tighten. Just compress, 
snap it in place and it’s set. 


To try it is to buy it. See how easy SNAPX is to use! Write 
today for your free sample, giving the name and address of 
your electrical wholesaler. 

















nICUEL 


GALVA, * ILLINOTES 


The M. B. Austin Co., Northbrook, illinois 


DISTRIBUTED BY 


Clayton Mark & Co., Evanston, Illinois The Steelduct Co., Youngstown, Ohio 


( Clifton Cenduit Co., Jersey City, N. J Enameled Metals, Pittsburgh, Penn 


Wagner Malleable Products Co., Decatur, Illinois 





SYIVANIA Goes After Sales 


The most powerful, all-out Sales-gettinge 
Program in SYLVANIA History... Big Ne 

TV Show... Full-page National Ads.. 
Premium Deals...Direct Mail... ALLFOR YOU 


new Nation-Wide TV Spay, 


24 stations to tell mihions wo, bly 


on pout Sylvania quality progy, ts 


From television shows to direct mail campaigns, Sylvania 
goes all out to keep your 1950 sales soaring. 

Get in on this greatest Sylvania sales-promotion pro- 
gram. It’s all set to make countless new Sylvania cus- | 
tomers. 

But don’t delay! The advertising is about to run. The 


Featuring Bud Coll bn then taiferi ia sl show is about to begin. Write for full facts on the Incan- 
ud Collyer in the hilarious quiz show : < ; 
3 : : Ss m descent, Fluorescent and Fixture campaigns NOW! Ad- 


“BEAT THE CLOCK” on CBS-TYV. dress Sylvania Electric Products Ine., Dept. L-2309A, 
1740 Broadway, New York 19, N. Y. 





“Ss - 
— "PAtz, 


. - ) 7 . . ~ 

Sales-making Knife Set Offer {| A New Brighter Kitchen Lite Pr < > 
CHR HHI 
rr | alate ) UREN ill 

BP i/ Here's the popular knife-set offer : 

as advertised in newspapers and , “ 
Good Housekeeping magazine. 
Keeps Sylvania Light Bulbs mov- 
ing ... but fast! Urge dealers to e- ie 
build mass floor displays of  asees And don’t miss this big Free 

Sylvania 4-packs. Here's sound i Kitchen Lite promotion! 
merchandising that pays off in : . 
Another sure Sylvania 
profit maker. Needed in 
every home. Backed by col- 
orful window and counter 
display material. Newspa- 
per ad mats, too. ALL 

FREE! 


+SYLVANIA 


FLUORESCENT TUBES, FIXTURES, SIGN TUBING, WIRING DEVICES; LIGHT BULBS; RADIO TUBES; 








for You with BOTH BARRELS 


Here’s Sylvania’s most 
powerful fluorescent mag- 
azine advertising in years. 
4 full pages in the Satur 
day Evening Post, Busi- 
ness Week and other busi- 
ness papers feature the 
PROOF of Sylvania’s 50% 
“more life.” 


Er 


Ay "liint ~ 


ty 





These pages present a preview of Sylvania’s biggest-of- 

all fall advertising programs. 

The new television show will, of course, sell all Sylvania 

products. Fluorescent Tubes, Fixtures, and Light Bulbs 
“ill receive their full share of attention during the com- 

mercials on each program. 

And in addition to the sales material shown here, Syl- 
yania offers these extra selling aids: 


4 New Mail-Campaigns for Wholesalers 
These are complete cooperative mail campaigns espe- 
cially written for the USE of electrical wholesalers. 
Fully illustrated, they show the advantages of Sylvania 
Fluorescent Tubes.. Commercial Fixtures, Industrial 
Fixtures, and Birdseye Lamps. Each is packed with 
acts of interest to your customers. 


Free File for Ele 


A complete file for figuring lighting plans, estimating 
and selling Sylvania Fluorescent Lighting Fixtures. 
omes in a handy, compact folder. FREE to contrac- 
ors. 


A 0 
t e®e Fluorescent Maints ance Promotion 


his free cooperative advertising includes full instruc- 
ions for selling fluorescent maintenance to lighting 
ustomers. In addition there are 13 free ad mats, in a 
hoice of sizes, and 9 free radio spot announcements. 


For super sales, stay with SYLVANIA! 


‘LECTRIC 


FLEVISION PICTURE TUBES; ELECTRONIC PRODUCTS: ELECTRONIC TEST EQUIPMENT: PHOTOLAMPS: TELEVISION SETS 





This “Challenge” booklet tells the 
“How” and “Why” of Sylvania 


Fluorescent Tubes’ longer life and Ze 
Thy 


Fly 
wiry ny titers *Sceny 
oer #Rany 
y 


greater brightness. It will be 
mailed in answer to every inquiry 
received from the national adver- 
tising. 


In addition, big space fixture ads in Busi- 
ness Week inform business executives 
about Sylvania’s complete guarantee that 


covers every fixture, every tube, every part. 


lay V4 — 
j { — 
eae mh +4 


Year ‘round direct mail « ampaign to Pur- 
chasing Agents is also a part of the Syl- 
vania program. Appealing postal cards, 
1 each week for 50 weeks, will keep Pur- 
chasing Agents reminded of Sylvania 
Fluorescent Tubes . . . their efficiency, 


long life, and dollar savings. 


Sea 
> | Bay / 


Top Executives will receive a 
special campaign of personal- 
ized letters each one of which 
tells and sells the Sylvania 
quality story. 





are businessmen 


COLD- 
BLOODED? 


OF COURSE NOT! Literally, their normal body tem- 
perature is 98.6—same as laborers, engineers or any other group 
of people. And, figuratively, they’re no more, or no less, cold-blooded 
—as a group. 


We all know unreasonable generalizations can be dangerously 
false. Common sense and on-the-job experience show us the value 
of dealing specifically with ideas, problems—and people. 

Let’s not make the big—and costly —mistake, then, of generaliz- 
ing on religious or racial groups. Adopt and carry out these common 
sense principles: 


Accept or reject people on their individual worth. 


Don’t listen to or spread rumors against a race or a 
religion. 


Speak up, wherever we are, against pre judice. Work 
for understanding. 


McGraw-Hill Publications 
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1000-1 ‘‘SHOTS”’ 


Selling lighting equipment — more than selling 
any other product — will be tuned to a faster tempo 
and higher pitch than at any time in recent years. 
Existing economic conditions, stiffening competi- 
tion, threatening price increases and inevitable 
scarcities will combine to produce quick decisions 
on nlanned lighting improvements 

No single sales tool will help the 1950-51 sales- 
man to clinch more quickly a favorable decision on 
a lighting job than some impressive pictures of re- 
cent, strictly up-to-the-minute lighting installations 
in establishments or locations similar to those of 
the interested buyer. That's why we decided to 
make this 11th National Lighting Show a “‘show"' in 
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fact as well as in name: Pictures, pictures, pictures. 

In following pages we present a broad selection 
of “Gallery” pictures, that show the widest possible 
variety of treatment and style of modern lighting 
installations in all of the major sectors of the light- 
ing equipment market 

We thank the manufacturers who cooperated so 
liberally in sending us photographs of such high 
quality, that each picture in the following Gallery 
of Modern Lighting is truly a modern example 
proving the truth of the old Chinese proverb “A pic 
ture is worth a thousand werds.” 

The Editor. 





, ‘HE life of 40-watt fluorescent lamps can be 
shortened as much as 1,000 hours by improp- 

erly designed ballasts. 

You can avoid this costly loss . .. save on lamp re- 

placement and maintenance .. . by specifying the 

ballasts that assure you full rated lamp life... 

CERTIFIED BALLASTS! 

CERTIFIED BALLASTS are made to exacting specifi- 

cations, then tested, checked and certified by an im- 


partial authority, Electrical Testing Laboratories, Inc. 


Up to the minute information on the types of CERTI- 
FIED BALLASTS available from each participating 


manufacturer may be obtained from Electrical Test- 


ing Laboratories, Inc., 79th St. and East End Ave., 
New York, New York. 


a @# 





CERTIFIED 
} 








FRTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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VALANCE lighting plus customary incandescent floor and table lamps illumi- 
nate living room of Stanley Swango, Jr., home in Dayton, Ohio. G. E. photo 


ESIDEN TIAL hghting equiy 
ment sales right now are hel 
ing many electrical wholesal 
alk up new sales 
records because they equipped them 
selves to go after that | 
hammer and tongs 
Every community of 
almost without exception 
country has passer 
building boom 
building contractors and larg 
been 


riding a high tide of home building 


area developers alike have 


for several vez heir combined 
activities ser | 
total of “starts” above the one 
lion mark and are hea ling tor a 
all-time record of probably 1,200,000 
starts” in 1950 RECESSED incandescent downlight, valances and table lamps light portion of 

Electrical distributors and sa living room in Great Neck, N. Y., home of Edwin F. Greene. G. E. photo 
men who have been and a 

in on this unprecedente 

not sitting at their desk 
tor someone to come in at 
fixtures—they go out after the bu covered from 
ness trically”’ at least as 

\rchitects, promoters, building lighting equipment is concerned 
ontractors and even the financial It helps to wake up the electrical 

of the various building oy contractor } opportunity of ong ad 
rations are visited and made aw: making some extra profit by taking tent follow 
] } j 


f the enhanced value of the proy t] potential owner » tl wh residential lighting fixtures 


ermanent benet sal ighting showrooms an I] photographs of actual installations 
him an extra bill of higher priced of their fixtures in homes. Hence 
Ires along with some | ng-pront t ver uling 
and table lamps ing information on J 


ighting equi] 
| 


ment for n r Lamp Department 
minimum ' | ld hon e made a_ to be tapped 


into the s vering real sales and hit builder tor any ing GALLERY 


electrical v ‘ no ] \ ) ma wi is will we hereby 
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RESIDENTIAL 


DECORATIVE effect in home of James 
W. Bernethy, Flint, Mich., is heightened 
by mantelpiece light and valance lighting 
unit. G. FE. photo 


ILLUMINATION in this dining room is 
provided bw incandescent ceiling fixture 
with diffusing glass,  ceiling-recessed 
downlights, valance lighting and picture 
lights. Lightolier, Inc., photo 


INCANDESCENT wall fixture and table 
lamp are the lighting sources for this 
corner of the living room in a Roanoke 
Va., home. G. I photo 
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ADJUSTABLE accent lighting fixtures and recessed spotlights join forces 
to show off china display at the Bergdorf-Goodman department store in New 
York City. Swivelier Co., Inc., photo. 


RECESSED spotlights arranged in long horizontal lines on ceiling and 
fluorescent cove lighting provided balanced illumination the Robinson 
Department Store. Kurt Versen Co. photo 


FLUORESCENT fixtures mounted on hangers at Midwest branch head 
quarters of automobile firm demonstrate ability to meet problems presented 
by unusually complicated ceiling. Simplet Electric Co. and Leader Electric 
Co. photo 
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AN unusual geometric design is formed by 
fluorescent fixtures which provide proper 
illumination in the shoe hitting depart- 
ment at Esserman’s in Rome, Ga. F. W 
Wakefield Brass Co. photo 
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rHREE types of shielded fluorescent fixtures (two of which are shown in 
the above photo) are utilized in Tucson's new Consumers Market—a store 
which combines a food shop, a beauty salon, a drug prescription counter, a 
soda fountain and a florist shop. Svivania Electric Products Inc. photo. 
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FLUORESCENT louvered ceiling fur- 
nishes 68 footcandles of light as well as 
adding to the dramatic appearance of 
Spellman's Shoe Store, Portland, Ore. 
Benjamin Electric Mfg. Co. photo. 
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MODULAR fluorescent lighting instal- 
lation was tailored to the needs of 
Olliver Buick Motor Sales, Detroit, Mich. 
Mitchell Manufacturing Co. photo. 


LIGHTING layout in the Harry Smith 
Drugstore, Brookville, Ohio, utilizes 
ceiling-mounted fluorescent fixtures in 
continuous rows with spotlight units in- 
serted, and includes a built-in trough for 
wallease lighting. Leader Electric Co 
photo. 


SPARKLE of jewels and precious metals 
are emphasized by ceiling-recessed incan- 
descent spotlights which are used with 
indirect fluorescent lighting at the Man- 
lie Jewelry store, Hammond, Ind. Mor- 
ris Kurtzon, Inc., photo. 
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STORES etc. 


lop Photo 


USED in conjunction with fluorescent 
troffers with 8-ft. spacings are ceiling- 
mounted adjustable accent lighting fix- 
tures on the second floor of Izzy's, Mem- 
phis, Tenn Ihe Edwin | Guth Co 


Center Photo 


LIGHTING installation in Chicago food 
store combines fluorescent fixtures, pen- 
dant mounted in continuous rows, with 
incandescent spotlights Klectro Manu- 
facturing Corp. photo 


Bottom Photo 


APPROXIMATELY 0) footcandles are 
delivered by this lighting svstem, which 
utilizes fluorescent fixtures and junction 
boxes, at Sandra Motors, Chicago All. 
bright Electric Products Co. photo 
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TROFFERS recessed into a 12-ft. high classroom ceiling in the McKinley 
School, South Bend, Ind., provide 60 footcandles of illumination in an area 


which measures 60 by 23-ft. The Edwin F. Guth Co. photo 


Se 


using silvered bow! CONTINUOUS rows of fluorescent fixtures, stem-mounted 
from the ceiling, furnish adequate classroom illumination at 
Glendale, Mo. school Davy-Brite Lighting, Inc., photo 


STEM-MOUNTED incandescent fixtures 
lamps, are the indirect lighting sources in a classroom of the 
Pioneer School near Quincy, Calif. G. E. photo i 
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SCHOOLS 


SCIENCE lecture room at the Univer- 
sity of Washington in Seattle is lighted by 
means of incandescent reflector lamps 
recessed into the acoustical ceiling 
Pittsburgh Reflector Co. photo 


» 
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SIX fluorescent fixtures mounted in two 
rows of three units provide 45 footcandles 
of illumination in a 22 by 28-ft classroom 
at the St. James School, Highwood, III. 
Garden City Plating & Mfg. Co. photo 


LUMINAIRES utilizing 500-watt silvered bowl incandes- 
cent lamps provide an estimated average 20 footcandles of 
illumination in this 25 by 34-ft. Longwood Academy class- 
room in Chicago. Curtis Lighting Inc. photo 





COMPLETELY continuous rows of slimline fluorescent fixtures extend 
through walls which separate private offices from general office space at the 
Ciba Pharmaceutical Co., Summit, N. J. Sylvania Electric photo 


INDIVIDUALLY-MOUNTED fluorescent lighting units LIGHTING in office of Colonial Mortgage Service Co., Upper 
Chicago Darby, Pe., is provided by eight long lines of fluorescent fix 


illuminate the general office of Allstate Insurance Co 
Keystone Electric Mfg. Co. photo 


Electro Manufacturing Corp. photo tures 


HE urban electrical 
discovered long ago 
profitable portion of his 


ig business the « 


i! 
market could yield 
acceleration of the 
cating plants in smaller 


decentralization in 


nd tl 


manutacturing firms al 
have been moved 

the outlying areas 
rural electrical wl 
opportunity to 
lighting business 


ings 
] fron 


Good lighting in business ofhces 


n bu 
is becoming increasingly important t we offic ildings springin; 
ff lI suildings are 


Che growing mechanization of offi CUSTOM-TAILORED office _ lighting 
work in terms © lex, hig! installation is in Oklahoma Natural Gas 


speed business machines calls to Co. building at Tulsa. G. E. photo 
the highest degree of accura 
the part of 


can be costly And 


the operators 


avoided ; particularly 1 
is the culprit behind 


ot the wrong key 
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OFFICES 


lop Photo 


LOUVERED fluorescent fixtures, stem 
mounted in long runs from the acoustical 
eiling illuminate the Chicago office of 
the Morton Salt Co. Day-Brite Lighting 
Inc., photo 


Center Photo 

FORTY footcandles is the approximate 
illumination level maintained by this 
fluorescent fixture installation in the office 
f the Manklow Construction Co., Chi- 
ago. Curtis Lighting Inc. photo 


Bottom Photo 


LiGhHI emanating trom these stem 
mounted fluorescent fixtures tn othces of 
J. J. Stangel Hardware Co., Manitowoc 


> 


Wis reaches level of 62 footcandles 


Moe-Bridges Corp. photo 
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FLUORESCENT cove and troffer lighting units plus recessed incandescent 


fixtures illuminate the first floor of a Philadelphia, Pa., bank 
p 


LIGHT from fluorescent cove units and partially recessed 
incandescent fixtures is blended to light Order of Elks build- 
ing addition at Coeur d'Alene, Idaho. G. E. photo 
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of the fluorescent 


163 
Bank 


units—installed on 


Chicago 


is shown 


main 
above 


troffer lighting system—which in 


floor of Exchange Na 
Curtis Lighting photo 





INSTALLED at the real estate office 
of Fickling & Walker, Inc., Macon, Ga., 
are individually-suspended fluorescent 
fixtures. Mitchell Mfg. Co. photo 


COMBINATION of louvered fluorescent 
fixtures and indirect incandescent units 
are used to light First Federal Savings 
and Loan Association's new building at 
New Haven, Conn. G. E photo 


WITH the majority of its fluorescent fix- 
tures suspended in rows at a 25-ft 
mounting height, this lighting system at 
the Chicago Tribune news room furnishes 
an initial 44 footcandles of illumination 
Curtis Lighting photo 
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TWO types of recessed incandescent 
units are used to illuminate a room in 
American Airlines building at Chicago 
Kurt Versen Co. photo 
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LIGHTING installation at Chicago's 
Newberry Library utilizes numerous units 
of three 4-lamp 40-watt fluorescent fix- 
tures mounted continuously. Leader Elec- 
tric Co. photo. 


ROWS of recessed 500-watt incandescent 
fixtures comprise the lighting system of 
the Fidelity Trust Co. office in the Oliver 
Building, Pittsburgh, Pa. Pittsburgh Re- 
flector Co. photo 





PUBLIC BUILDINGS 


RECESSED fluorescent troffers are in- 


stalled in combination with incandescent 
downlights in square patterns at the 
Jamaica Savings Bank, Flushing, N. Y 


rhe Frink Corp. photo 


TWO types of incandescent fixtures—indirect stem-mounted 
units and recessed units—are used to illuminate Montgomery 


area of the First Church of God in Enhaut, Pa 
Court House, Norristown, Pa. G. E. photo 


units with additional illu- 
fixtures. G. E. photo. 


BASEMENT 
is lighted by recessed incandescent 
provided by two adjustable 


County 


mination 











LOUVERED fluorescent ceiling and fluorescent cove lighting LIGHTING system at the Commercial and Savings Bank of 
are the illumination sources in this room at the Hancock Air- St. Clair Mich includes a partial louy ered fluorescent ceiling 
Ferminal Building at Syracuse, N. Y. G,. I photo fluorescent troffers G. E. photo 


and incandescent downlights 


port 
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BANKS of floodlights provide 225 footcandles in the infield and approxi- 
mately 190 footcandles in the outfield at Cleveland Municipal Stadium, home 
of the Cleveland Indian baseball team. Westinghouse Electric Corp. photo 


FACADE lighting job at Passaic-Clifton 
National Bank, Passaic, N. J., utilizes 26 
floodlights installed 10-in. out from build 
ing face at 43-ft. mounting height. Stone 


Manufacturing Co. photo 
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OUTDOORS 


BRILLANT Los Angeles landmark at 
night is the western home office of the 
Prudential Insurance Co. Exterior of 
building is lighted with 1,800 floodlights. 
S & M Lamp Co. photo 


BUSINESS-PROMOTING outdoor light- 
ing system at the Pie-Pan, a Chicago res- 
taurant, includes 22 “pylon - lites” 
equipped with island light reflectors on 
top. Revere Electric Mfg. Co. photo. 


LOUVERED ceiling in marquee and marble walls make a OUTDOOR lighting system at Columbus, Ohio, gas station 
dramatic combination at night outside entrance to New York is built around “pylon-lites’ and includes floodlights, island 
City's Hotel Astor. Neo-Rav Products, Inc. phot: lights and cluster lights. Revere Electric Mfg. Co. photo. 
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INDUSTRIAL 


Big Plant or Little Shop— 
Help Them To FIGHT with LIGHT 


For More Defense Production 


By O. Fred. Rost 


AYBE we are barking up 

the wrong tree’ when we 

use the term “Fight witl 
Light” in the title of this article 
Maybe the Korea affair is just an 
isolated outbreak  whicl 
world wide significance, am 
event the world soon will settle back 
into that “cold war” complacency we 
knew before Korea. But, maybe this 
Korea thing is the beginning of « 
plications that will pitch this cot 
try and the world into another 
World War 

Your guess is as good as ours, 

but we think it’s our job to take our 
cues from current events: Drafting 
men, widespread mobilization, up 
ping arms and equipment orders, 
with allotments, priorities and 
precedented controls of busines 
tivities “in the offing All 
doesn’t look as if the men who 
know most, expect this thing to be 
just a localized outbre: | 


for our money, at the 





front it’s time to FIGHT 
Whether all-out war 

we don’t know. But 

that every important 

industrial capacity 

geared into one huge 

PRODUCTION, and if 

maximum PRODU« 

partment, there will 

maximum in lighting facilities 

ing the maximum in tootcandles 


hat’s the front on which every 
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77 FC—At Working Plane . * 
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a 100 FC—When Aircraft Production = 0 FC—At Working Plane 
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Less Fatigue 

Fewer Accident 
Less Spoilage 

Better Quality Work 
(sreater (Quantity Cou 
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oduction and 
vou l n interested listener 
particularly so IF you have some 
pictures to back up your story. 


elp ve that pict 


pictures here produced 


more \DEQUATI 


production-producing 
arried intensities to pre 
undreamed of heights 
1 


excellent examples ot 


lighting im some 


nat spee 
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Photo Credits 
Genera! Electric Co 
Sylvania Elec. Prod 
Miller Electric Co 
Benjamin Elec. Mfg 
Edwin F. Guth Co 

1 OW! (1 photo) 
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Curtis Lighting, Inc 
Day-Brite Lighting 


r use 

the alert 
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» the need for 
nsities, more 
waging his 
the 
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. (6 photos} 

(2 photos) 
(2 photos) 

Co. (1 photo) 
(1 photo) 


Wheeler Reflector Co. (1 photo) 
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Inc. (1 photo) 
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Lighting Equipment Specifications 
1950-51 





HIS special section is compiled by Electrical Wholesal- The brief specifications listed here heave all been fur- 
ing as @ part of its service to the electrical wholesal- nished by the manufacturers, but we are advised that 
ing industry. Through its use a better understanding of details and prices are subject to change without notice. 
the scope of the lighting fixture field and the types and We regret that some manufacturers are not listed since 
sizes of fixtures available can be obtained and used by their moterial was received too late or in unusable form. 
the salesman in making lighting r dations 
abling him to do a bigger and better sales job. The EDITOR 














KEY DESIGNATIONS FOR SPECIAL FIXTURE FEATURES 


Airport Lighting ° Highway Lighting sc .» howcase 
. Cold Cathode . Incandescent St Stage Lighting 
. Commercial . . Industrial Sim Slimline 
- ust-proof Mercury sp Spotlight 
. Ixplosion-proof Outdoor st Street Light 
Fluorescent Portable sw Show-Window 
. "eedlight Residential ve Vapor-proof 





Neo! Lamp Neo! Lamp 
Type Lumps Watts Special Features Type Lamps Watts Special Features 


ABRAMS LIGHTING WOR mee 


Ibs. $72.90 
41.88 
71.00 
4.3 
94.23 
64.85 
24.95 
37.45 
71.13 


GE 


Channel 
Channel 
Com 
Com 
Louvered 
Louvered 
Open Com. 
Glass Louver 
Glass Louver 
Open ““T” type 
Open “T” type 
Industrial 


SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
IND-F 
COM-F 
COM-F 
RES-F 
COM-F 
COM-F 


eeoccecrs 
al eal oll oll ell ell eel 

ein - Be Bie - i e - n- e - e -e) 
Sd de eee a 


22 


ALL-BRIGHT ELEC. PRODUCTS CO. aN — 


40 lbs. $32.00 
Sa 


el Ee Be Be ee 
SSSSSSSSSSSARAAAG 
eae s RS =SReeRrsesrese 


COM-F 
4644 8 COM-SLM 
COM-F 
COM-F 
COM-F 
COM-F 


ACME LITE PROD. CO. ont tas cou 


1 15 Feather Touch E-2 Swing 9) ths. $13.00 COM-F 
1 15 Feather Touch £-2 Swing $5 “ 15.00 COM-F 
1 15 Feather Touch E-2 Swing 9) ° 15.00 COM-F 


ee ee 7 
Sessessssseve 
Seeearesse 
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No.of Lamp No.of Lamp 
Type Lamps Watts Special Features Type Lamps Watts Special Features 


COM-SLM Shallow louver Slimline 90 * ; 1405 Shermer Ave. 
COM-SLM Shallow louver Slimline 105 “ ; THE M. B. AUSTIN CO. Northbrook, 11. 
COM-F Snap on troffer 

COM-SLM Snap on trofter 

IND-F RLM industrial Ki) 
IND-F 30 
IND-F 55 


Farm Lights 
Farm Lights 
Yardlights 
Yardlights 
Yardlights 
Yardlights 
Yardlights 
Lampholder 
Lampholder 


Splice box & lampholder 
Splice box & 2 lampholders 
Splice box & lampholder 


<< 
v7 


Seal 
-— 


AMPLEX CORPORATION 111 Water St. 


Brooklyn 1, N.Y. 
CLU-1150 
Ni0 1-COM-SC $1.60 CLU-2150 
SL-SP-SW CLU-135 
NIOSH 1-COM-SC 3 ths. §=7.50 
SL-SP-SW CLU-35 
FS12SH 1-COM-SC- 3 1.90 
SL-SP-SW CWL-100 
P3PH 1-COM-SC “6.50 CWRL-114 
SL-SP-SW | 
ClISH 1-COM-SC- , 8.65 
SL-SP-SW 
CIIMH 1-COM-SC- 8.15 
SL-SP-SW 
CIISH-24 1-COM-SC 300 No. Third St 
SL SP-SW M. BLACK MFG. CO. bad 
C12SH 1-COM-SC 
SL-SP-SW 175 FL 
C12SH-12 1-COM-SC 13%6 0 
SL-SP-SW 137 0 
C13SH 1-COM-SC 
SL-SP-SW 
Ci4SH 1-COM-SC 
SL-SP-SW 
FITSH-12 1-COM-SC 
SL-SP oo 
C27SH-% 1-COM-S Fairfield & State 
anes BRIGHT LIGHT REFLECTOR CO., INC. eau ton 
CA-SH-24 1-COM-SC 
SL-SP-SW 2152-P IND-F RLM open-end, pore. enam. 30 Ibs. $31.25 
B44SH 1-COM-SC 2152-PT IND-F RLM open-end, pore. enam. 31 33.15 
SL-SP-SW Turret 
B66SH 1-COM-SC 3152-P IND-F RLM open-end socket, pore. 35 43.10 
SL-SP-SW enam. 
1-COM-SC 3152-PT IND-F RLM open-end, porc. enam. 36 45.00 
SL-SP-SW Turret sockets 
1-COM-SC 2160-P IND-F RLM open-end, pore. enam. 51 
SL-SP-SW 7160-P IND-F RLM closed-end, pore. en. 60 “ 
I Recessed unit é 2200-PT IND-SLM Slimline 64 
2425-PT Shimiine 10 
4P040 8 Continu-Lite 60 
T-4P040 8 Continu-Lite, Turret sock. 62 * 
anu ane 6P040 8 Continu-Lite 70 * 
e St T-6P040 8 Continu-Lite, Turret sock. 72 * 
ART SPECIALTY CO. Chicago 24, Ul. 2148-GL “Vanguard 45 
512-520 RLM Dome type 


a ena ema 
-e-r 


inal 
pay 


Splice box & 2 lamphoiders 


Farmlight 
Farmlight 


oo o ooo oo 


a ena! 
-e 


w 


ao oe ee) 


Adjustable 10 tbs. $16.75 
Adjustable 23 22.50 900-950 + RLM Deep bow! 
Adjustable 24.50 
Adjustable 150 RLM Sym. angle 
Adjustable 1295 

7.00 RLM High-bay 
Telechron clock 22.50 
For Television with 14.95 Porc. open type 
Telechron clock 


Flexo 4303 
Flexo 4324 
Flexo 4315 
Flexarm 4448 
Flexarm 4444 
Litemaster 47 
Litemaster 60 
Litemaster 63 


—N— Ne RN 


Alzak open type 


island light 


ATLAS STEEL PRODUCTS CO. 1776 Broadway 


New York 19. NY 


SL 496 SLM Unwired 
COM Uewired BELSON MANUFACTUR 1446 W. Van Buren St 
f CoM Unwired ING CO. Chicago 7, Ill 


F-IND Unwired 

F-IND Unwired 12551 COM! 1 40-100 Effect lighting Sibs. $14.50 

F-IND Unwired 12325 cOM.! 1 100 Recessed lighting 3 14.50 

F-SW Unwired 16171 COM-RES-1 | 100 Recessed Lenslite 30 19.00 

FSW Unwired 2004 R SL-I 100 Border-light ] 9.50 

F-SW 40, Unwired 6014 P SLI 100 Portable footlight 10 67.50 
40 Unwired 1442 COM-! 400 Display spotlight 15 18.00 
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No.of Lamp Noo! Lamp 


Lamps Watts Suecial Features Lamps Watts Special Features 


300 Cleaner stand 126 Lexington Ave. 


40 
500 
1000 
1300 


COLONIAL ELECTRIC PRODUCTS, INC. 


SE 408 CC-COM 
CC-COM 
CC-IND 
CC-COM 
CC-COM 
CC-COM 
CC-IND 
COM-SLM 
IND-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
IND-SLM 
COM-SLM 
COM-SLM 
LS-108 COM-SLM 
Tacoma COM-SLM 
“Without Lamps 


ed ee ee ee ee ee 


COLUMBIA ELECTRIC & MFG. CO. 


COM-SLM 1104 
COM-SLM 1to4 
COM-F 1to4 
COM-F 1to4 


SLG Series 
SLM Series 
FLG Series 
FLM Series 


COMPCO CORPORATION 


COM-F » 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


nen 


COM-SLM 
COM-SLM 36 


$22 2 SZFSLELE 


RES-COM-F 32 
RES-COM-F 1 432 
RESCOM-F 1 32 
COM-F 40 
RES-COM-F 
RES-COM-F 
cOM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
IND-F 
IND-F 
IND-F 
IND-F 


Ssssessesrre 
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Exit light 

Lt. weight floodlight 
Lt. weight floodli ght 
LL weight floodtight 


1-115 Market St 
East Paterson, N. J 


35 Ibs. $52.50 
{ 80.00" 


52.50" 
82.00" 


15000 Hour lamp 
15000 Hour lamp 
15000 Hour lamp 
15000 Hour lamp 
15000 Hour lamp 
15000 Hour lamp 
15000 Hour lamp 


— 
om 


eRngaeosene 


Boers 


W. 1024 ide Ave 
Spokane. Washington 


Glass sides louver bottom 
Metal sides louver bottom 
Glass sides louver bottom 
Metal sides louver bottom 


2251 W. St. Paul Ave 
Chicago 47, It 


60-40 Luminaire 
60-40 Luminaiwe 
60-40 Luminaire 
96" open-surface or susp. 
96” open-surface or susp. 
96” open-surtace or susp. 
96° open-surtace or susp. 
Hinged egg crate louver 
for No. 652 series 
Hinged egg crate louver 
for No. 654 series 
48° open-surtace or susp 
48” open-surtace or susp 
Hinged egg crate louver 
| for 
| Hinged egg crate louver 
for No. 664 
instant start Circline 
Instant start Circline 
Instant start Circline 
Open water type 
Open water type 
Open water type 
Siriptite 
Striplite 
Striptite 
Striplite 
Striplite 
Striplite 
Standard 
Economy 
Turret-Economy 
Turret-Standard 


29 bs. $26.50 
23 33.25 
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CORUBIA DAYLIGHT LAMP CO. 


1 100 
1 5 
1 60 
1 150 


CURTIS LIGHTING, INC. 


3525-CLH 
3545-CLH 
7502-CLH 
51-CLH 
52-CLH 


53-A 

4060-CLH 
4065-CLH 
4061-CLH 
4062-CLH 


COM-F 
COM-F 
COM-F 
COM-F 


COM-F 
COM-F 


4063-CLH 
4064-CLH 


COM-F 
COM 
COM-F 


1712-€4 
1713-€4 
1722-C4 
1723-4 COM-F 
1752-C4 COM-F 
1753-C4 COM. 
1762-C10 COM-F 
1762-C5 COM-F 
980-C COM-F 

990-C COM F 

2735 COM.-1-SP 


COM-F 
IND 


$24 Series 


COM-F 
IND 


964C Series 


2241 1-SP 


2235 COM-SP 


COM-F-SLM 
COM-F 
IND-F-SLM 


1504-CLH 
7907-CLH 
1574-CLH 
3040 
3024 
3046 
3047 

8071 

8043 
8048 

420 


500 


530 


New York 16, N.Y 


Floor model 12 Ibs 
Drafting board model 5 

Students table mode! 6 15.00 
Counter display model 10 08 


$37.50 
22.50 


6135 W. 65 St 
Chicago. tli 


75 length. wise shielding 
45 length-wise shielding 
8-toot luminaire 


With two spot lamps 


“Wall-strip” for shelves, etc 
“Forty-sixty” luminaire 
4960-type unit, decorative louver 
Five-toot 4060-type unit 

Low brightness lamps 

without louver, 5° unit 
Special steel louver 

Uses low-brightness lamps 
standard louver, 5’ unit 

Alzak alum. louvered troff. 40 ths 
Alzak alum. louvered troff. 44 
“Fluracite” steel louvered 49 
trofter 

“Fluracite” steel louvered 53 
trofter 

“Fluracite” steel glass panel 52 
trofter 

“Fluracite” steel glass 56 
panel troffer 

Alum. refi. low-brightness 50 
trofter unit 

Alum. refi. low-brightness 
troffer unit 

Alzak alum. ceiling-mtd 

Sky Lux luminaire 

Steel ceiling-mid. SkyLux 

unit 

Surtace box for 980 & 

990 units 


Deep refi. Curtis Strip 


Deep refi. Curtis Strip 
Alzak finish 


Inline Downlight tor 
7502 Series 


Corner Box for 7502 
Serves 


Store-Liter-48° SLM 33 
Store-Liter-48° Starter type 29 
industrialist 96° SLM 58 
Coronet—96° SLM 
Coronet—60° Low Brightness 
Coronet—72° SLM 
Coronet—48” Reg. start 
Coronet—60° Reg. star! 
Coronet—48" SLM 
Coronet—48" Reg. start 

X-RAY Master window refi. | 


X-RAY King window refi 


, X-RAY Monarch window 
r 


X-RAY Blimp window refi 





Ne. ol Lamp 


Lamps Watts Special Features 


300 X-RAY industrial 
or 500 
1 750, X-RAY industrial 
1000 
or 1500 
4 300 Church lantern 
500 


or 
4 150 Church tantern 
or 300 


DAY-BRITE LIGHTING, INC. 


5411 Bulwer Ave 
St. Louis 7, Mo. 


All-metal 73 Ibs. $81.00 


15 

40 8-ft. unit 

40 Turret sockets 

15 Turret sockets 

40 Shallow depth 

15 Shallow depth 
Luminous sides 
Wide & shallow 
Circular lighted sides 


Controlens 
Downlight 
Curved (11") controliens 90 


Turret sockets 50 
Unit & continuous 56 
Strip 28 


Fully enclosed 

Higher output enclosed 35 
Exposed trofter 3% 
Alzak center louver 35 


Economy open type 21 
All-metal shielded 2 


Open-unit and continuous 36 
Unit & Cont. troffers te) 
Lift-out louvers 0 
Boxco louvers 30 
Unit & Cont. troffers uM 
Troffer lift-out hinge glass 42 
Unit & Cont. troffers 

Lift-out controlens 

Cont. line of lenses 

Diffuse Alzak troffer 

Unitized louverall 

Comb. air-outlet unit 

134” curved lens in 12 


1 
1 
2 
2 
2 
3 
1 
2 
2 
2 
3 
2 
2 
2 
2 
2 
4 
4 
1 
2 
2 
3 
2 
3 
2 
3 
2 
6 
2 
2 


COM-F 


opening 

All-white parabolic troff 
Turret sockets 

One-piece closed-end refi 
Units & cont. same parts 

3\” spacing turret socket 
One-piece top & refi. 
One-piece top turret sockets 35 
One-piece top & closed 47 
end refi 

Twist & lift sockets § 
Ejector sockets 23 
Complete assembly 4 
Hinged sockets 2 


COM-F 
40781-W IND-F 
40391-W IND-F 
50231-NBW = IND-F 
40240-W IND-F 
40255-W IND-F 
40345. W IND-F 
50255. W IND-F 


MeN NrwN rR 


1610-CY SC-F 
1614 CY SC-SLM 
1671 SC-F 
165 SC-I 


$5140 COM.! Controlens 12 

$-851-RH COM! Drop-hinge trame 24 

$-135-RH com! Round Drop-hinge frame 37 

80112 SP-4 Adjustable use with "W 
surface fixt 

60127 SP.1 Adjustable use with troffers 16 


$5200 COM-SLM Open-surtace or suspended 56 
$2290-8 COM-SLM Troffer lift-out louvers 58 
$3225-8 COM-SLM 11)” curved controlens tr. 78 
$2275-8 COM-SLM Alzak Parabolic 45 


96 


Curved (135) controliens 101 “ 


Strip “° 
High efficiency bare lamp 27 ° 
3 


Snap-on enclosure 58 


All-metal snap-on enclosure 5! ° 


75.50 
50.00 


No.of Lamp 


Type Lamps Watts Special Features 


DAZOR MANUFACTURING CORP. ea 


UL-2134-16 = IND-F Universal Model, 104 ths. $18.75** 
Floating Arm 

- Universal Model, ;* ee 
Floating Arm 
Desk Model, Floating : 24.15** 


rm 

Bracke | Model, “4 18.75** 

Floating Arm 

For business machines, a‘ 24.15** 

Floating Arm 

UL-2234-16 RES-F-P Pedestal Model, 3‘ sm2m° 
COM-F-P Floating Arm 

UL-3234-R1—sIND-1 ’ Pedestal Model is 22.50"* 

Floating Arm 

Universal Model, . 73.00** 

Floating Arm 

Pedestal Model, ‘* 

Floating Arm 

Universal Model, “ — 16.00** 

Air-Cooled Refi. 

Pedestal Model, « ms 

Air-Cooled Refi. 

Desk Model, Float. Arm 27 “ 36.00** 

Quartz Ultraviolet, 50“ 135.00** 

Floating Arm. UA-3 GE 

Uviare 


UL-3134-R1—sIND-I 

UL-2324-16 RES-F-P 
COM-F-P 

UL-2434-16 COM-F 


UL-2634-16 COM-F 


UL-M-209* —IND-F 
UL-M-210" —IND-F-P 
UL-1L-603 IND-I 
UL-IL-605 IND-I 
UL-M-270" = IND-F-P 
U-58 IND-P 


“Magnifiers with fluorescent lighting. 
** Tubes or bulbs not included. Price slightly higher in West. 


1137 Finderne Ave. 


DIEHL MANUFACTURING CO. Somerville, WJ. 


876605 IND-SP 
876669 IND-SP 


20 With 110/120 volt primary, 3tbs. $9.00 
6 volt secondary transformer 

20 With 210/220 volt primary, 3 “ 9.00 
6 volt secondary transformer 


23-10 Bridge Plaza South 
Long Island City, N. Y. 


Removable shade 1} tbs. $2.00 
Adjustable & magnifying 1 “ 2.60 
lens 


RES Mell-0-Ray plastacele 
window 

RES 3-way switeh 

COM Hidden extension arm 

COM Clamp-on type 

RES Fluralamp 


EAGLE ELECTRIC MFG. CO., INC. 


300 RES 1 
575 RES-SP 1 


COM Adjustable medical floor 
| 


jamp 
RES-COM Gooseneck desk lamp 
RES-COM Reflecto-desk lamp 
RES -10 Baby grand piano lamp 


RES-COM Kitchen plug-in 
built-in ends 
RES-COM Permanent type 
Built-in ends 
COM-RES Clamp-on infra-red lamps 


2000 W. Fulton St. 
Chicago 12, 1. 


Polystyrene louver 31 tbs. $28.33 
Polystyrene louver % 40.38 
Polystyrene louver 42“ 
Polystyrene louver x) i 
Polystyrene louver 53 ¢ 
Polystyrene louver _* 
Polystyrene louver 18 * 


ELECTRO MFG. CORP. 


1025 COM-F 
1035 COM-F 
1045 COM-F 
$L1025-430 = SLM-F 
$L1125-430 = SLM-F 
SL1035-430 = SLM-F 
SL1135-430 | SLM-F 


BwWRABSsSES 
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No.of Lamp 
Lamps Watts 


SL1045-430 
SL1145-430 
1026 


1046 
$L1126-430 
SL1146-430 
2020 


BiOIPT 
BIGICEP 
TG3240 
TSL4296 
SB45 


SASSSSARSSAS 


THE ERICSON MFG. CO. 


10 vP 1 
603-R P ik) 


144-R 1 100 
vi 
123 


FLUORES-O-LITE CO. 


3002-48 F 

2202-48 F-IND 
1604-48 F-COM 
6604-48 F-COM 


H803-48 


L6754-48 
6804-48 


F-COM 


F-COM 
F-COM 


F-COM 


F-COM 
SLM 


H6503-48 
L6704-96 


2704-96 F-IND- 
SLM 


THE FRINK CORP. 


COM-F 
COM-F 


Series 4 2,3,4 40 


Series 5 2,3,44 


Series 6 COM-F 2,3,4 40 


Series 7 COM-F 2,3,4 40 
COM-F 


COM-F 2.4 4 


Series 8 2,3,4 40 
Series 11 
COM-F 2.4 4 


2,3,4 40 


Series 12 
Series 21 COM-F 
COM-F 2,3,4 40 


40 


Series 22 


COM-F 


Series 27 2 
COM-F-SLM 2,4 


Series 31 
Series 32 COM-F-SLM 2,4 
Series 10 


Series 15 
Series 17 


96 
96 
COM-F 2,3 40 
40 
40 


COM-F 2,3 
COM-F 2,3 


Special Features 


Polystyrene louver 
Polystyrene louver 
Shallow glass bottom 
Shallow glass bottom 
Shallow glass bottom 
Shallow glass bottom 
Low priced comm. 
Pore. refi. turret 
Closed-end pore. refl. 
Complete package trofter 
Slimline trofter 
Spotlight box 


5208 Euclid Ave 
Cleveland 3, Ohio 


All rubber 3) ths. $9.80 
Socket with cord grip 1} 215 
clamp 

Pig-tail socket 2 2.90 
Barrel light 3 “ 1990 
Inspection 1 945 


Evans Terminal, No. Broad St 
Hillside, N. J 


Channel $14.00 
Industrial 19.00 
Stamped perforated ends 27 36.00 
Glass panel sides louver 40 68.00 


bottoms 
Rec. shielded Holophane 40 “ 63.00 
ten 


Ses 
Water type-louver shielded 38 77.00 
Curved glass panel sides 39 * 79.00 
louver bottom 

Holophane lenses attop 44 91.00 
& bottom 

Glass panel sides louver 82 


15 Ibs. 
5 


146.00 


- bottom 


78 89.00 


27-01 Bridge Plaza North 
Long Island City 1, N.Y. 


V-type hinged detachable 
glass panels 

Curved glass side panels, 
louver or glass bottom 

Flat, angled glass side panels 
louver or glass bottom 
Completely enci. V-type, hinged 
detachable glass panels 
Completely encl. half-round 
curved glass panels 

3” deep, metal side hinged 
louver or glass bottom 

3” deep, glass side hinged 
louver or glass bottom 
Metal sides, hinged louver 
or glass bottom door 

Glass sides, hinged louver 
or glass door bottom 
Parabolic refi 

Metal side hinged louver 
or glass door bottom 

Glass side hinged louver 

or glass door bottom 
Troffer for metal, snap-in 
acoustic ceil. 

Trofier for plaster ceil. 
Troffer for plaster ceil. with 
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No.of Lamp 
Type Lamps Watts 


COM-F-SLM 2,3 40, 
%° 
COM-F-SLM 2,3 40, 
96° 


H. C. FRISBIE CO. 


198 1-RES 60 
C250 1-RES 60 
265 1-RES 60 
C12 1-RES 100 
F36S I-RES 3 
100vP 1-VP 100 
818 1-COM 300- 

500 


$2 1-RES 13 
$$ I-RES 100 


GENERAL LIGHTING CO., 


1606 COM-RES 1 Upto 
150 


1615 COM-RES 2 Upto 
150 

1721 COM-RES | 5 

7008 COM-! 1 150 

ROTOBEAM COM.-! 1 150 

1902 COM i 

1915 COM 2 


500 
150 


LEONARD J. GERINGER 


1185 1-RES 40 
1020 1-RES 
33-115P FL-RES 15 


GILL GLASS & FIXTURE CO. 


COM-F 
COM-F 
COM-F 40 
COM-F 85 


2 40 

2 

2 

2 
COM.-| 2 40 

2 

2 

2 


40 


coM-! 40 
COM-F-SLM 40 
COM-F-SLM 40 


COM-F-SLM 2 2 
COM-F-SLM 4 40 
COM-F-SLM 4 


COM-F-SLM 4 


coM.! 1 
coM.! 1 
com! 1 
coM.! 1 
coM-! 1 
coM.I 1 
COMI 1 


GLOBE LIGHTING PROD., 


F-COM 4 40 
SLM-COM 4 51 


KG 104-40 
KG 108-8 


Special Features 


curved laid-in lenses 
Trofter for metal, snap-in ceil 


Troffer for plaster ceil 


1120 E. Pico Bivd 
Los Angeles 71, Calif 


Brkt. W/SW 
Ceil. Harp 
Chandelier 

4 Tier Crystal 
Crystal Chand. 
Chrome or brass 
Swivel rod holder 


1527 Charlotte St 
New York 60.N.Y 


INC. 


Available in color Sibs. $10.50 


Available in color 10 30.00 


Pin up 13.50 
Recess lens fixt. 20.25 
Adjustable recess fixt 23.00 
Adapt. to Trol-E-Duct 11.00 
Adapt. to Trol-E-Duct 34.00 


600 Cathedral Parkway 
New York 25, N.Y 
White Do-Nut giass Bibs = $18.75 
Colored Do-Nut Glass 19" 8 
Glass-shielded bathroom = 6 
bkt 


Amber & Tioga Sts 
Phila. 34, Pa 


Open bottom 

45° -45° louver 
45°-45 louver 
Louvered high eff 
Luminous corner box 
Luminous corner box 
48° Slimline 

45°-45 louver, 48 
Slimline 

45°-45°, 96" Slimline 
48” Slimline 

45 °-45° louver, 48 
Slimline 

45°-45° louver, 96 
Slimline 

Luminous bow! indirect 
Luminous wall bracket 
Luminous indirect 
Luminous indirect 
Luminous indirect 
Luminous indirect 
Luminous indirect 


397 Seventh Ave. 
INC. Brooklyn, N.Y 


High lighting eff 49 Ibs. 
Pivot hinged const 110 





No. of 
Lamps 


KG 242-40 
KP 80-40 
K 92-40 
K 42-40 


F-COM 
F-COM 
F-COM 
F-COM 


. 

L 
2,3, 
or 


F-COM 1 
COM 1 
F-COM 2 
F-COM-SLM 2 
F-COM 3 
F-COM-SLM 3 
F-COM 2 
F-COM-SLM 2 
F-COM 4 
F-COM-SLM 4 


GOOD MFG. CO., INC. 


IND-F 
IND-F 


F 

COM-F 
COM-F 
COM-F 
COM-F 


THE GREGG MANUFACTURING CO. 


T-945 60 
2350 60 


2400 


GRUBER BROTHERS, INC. 


300 
500 
500 
300 
300 
300 
200 
100 

40 


303/978 
X775/14 
X-514 
5096 /5 
4760 
4766 
4438 
524 
D-570 
R-142 


THE EDWIN F. GUTH CO. 


40 
85 
40 
40 
40 
40 
85 
40 
40 
40 


F-COM 
F-COM 
F-COM 
F.COM 
F.COM 
F-COM 
F-COM 
F-COM 
F-COM 
F-COM 


M4500 
M4505 
M4510 


en ne on) 


Lamp 
Watts 


Special Features 


Light output 86.59; 
Plastic sides, school unit 
Hy-curv. louver design 
Rec. swing-away louver 


Pre-fab custom-built 
lare-free 

Rec. unit used in the U.N. 

Secretariat bidg 

Recessed 


Recessed 

School unit 
School unit 
School unit 
Schoo! unit 


13” refi. socket lock 
13” reflector 

H. PF 

Unshielded metal sides 
Louvered 

Unshielded 

Louvered 


Fits all kitchen ranges 
Bed lamp & pin-up, all 
metal 


60 Indirect television lamp 


Fredericktown, Ohio 


No.of Lamp 
Lamps Watts 


F-COM 
F-COM 
F-IND 
F-SW 

1-SP 
F-COM 
F-COM 
SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 


sseesens 


a ee ee 


HOLDENLINE COMPANY 


CP-240 COM-F 
COM-F 
COM-F 


COM-F 


IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


IND-SLM 
IND-SLM 


618 W. Elm St. 
Chicago 10, Il. 


NrNNR rR 


$21 95 
28.50 
10.95 
39.50 
27.95 
75 95 
50.50 


30 Ibs. 
4 


10 * 
22 ° 
30 
18 
63 


JR-25 
JR-48 
JR-50 
CSP-240 
CSP-240-C 
CSP-275 
CSP-275-C 
CED-275 
CED-275-L 


143 Tuttle Ave. 


2 ths. $5.95 
1 1.95 


FD PRD PD RD RD RD wet et wee es a 


1 2.25 


CSP-880 
CSP-440 


125 S. First St 


Brooklyn 11,N.Y 


Church globe 
Church lantern 
Church lantern 
Wagon wheel 

Cast bronze 

Heavy gauge copper 
Heavy gauge copper 
Heavy gauge copper 
Edgelite 

Exit 

Exit 

Safety holder 
Beamilite 

Ceiling bow! unit 
Adj. spot 

Adj. spot 

Recessed box 


$37.50 
187.50 
212.50 
70.38 
162.50 
175.00 
50.00 
93.75 
50.00 
12.38 


9202 COM-F 40 
9211 COM-F 
F-1774 ! 


IND 


IND-RES 
IND-RES 
IND-VP 
F-SLM 
IND 


40w 
T5w 
500 


IND 


HOLOPHANE COMPANY, INC. 


Special Features 


Luminous indirect 
Luminous indirect 
Turret sock.-hinged ref. 
Turn-around refi. 
PAR adjustable 45 
Hinged louvers 
Hinged louvers 
Hinged louvers 
Hinged louvers 
High eff. 

High eff. 


2301 Scranton Rd. 
Cleveland 13, Ohio 


Plastic louver 

Plastic louver 

Plastic & steel louver 
Plastic & steel with 
center louver 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Run 
Chan-L-Runa 
Chan-L-Run 
Chan-L-Run 

Plastic louver 

Plastic louver 

Plastic louver 

Plastic louver 

Plastic & steel louver 
Plastic & steel louver 
with center louver 
Chan-L-Run 
Chan-L-Run 


26 Is. 
% oy 


27 “ 
2] * 


342 Madison Ave. 
New York 17,N.Y 


Recessed 
Surf. attached 
Recessed 
“Hi-Bay 


Integral Brkt 
“Postop 

Easy to service 
Recessed 
“Lobay 


“Cranelite 


} “Wide-Spred” dist 


2615 Washington Ave. 


Hinged louvers 
Hinged louvers 
Hinged louvers 

J to 1 itg 

3 to I Itg 

Hinges for relamping 
Hinges for relamping 
High eff 

High eff 

High eff 


St. Louis 3, Mo. 
26 Ibs. $33.00 
40 59.50 
54.00 
31.00 
43.50 
40.50 
12.00 
27.00 


39.50 
45.00 


38 
20 
26 
30 
M4 
21 
ve) 
33 


HOMECRAFT ELECTRONIC 


4 
132 


RES-COM 3 
RES-COM 2 


C3 
M2 
18 


$-1 RES-COM |! 


ELECTRICAL WHO! 


ESALING—Se ptember, 


Engine test cell unit 
Semi-direct LTG 

Indirect 

“Counterlite 

Psychiatric light 

Surgery light 
Asymmetric corridor light 


PRODUCTS 371 W. Reeat Rs 
$18.25* 
18.25* 


Nonslip holders 13-8 
Comb. of Circline & one §=—-:12-3 
incand. 

Cirelare wall bracket 


6-6 1275* 


1950 





No.of Lamp No.of Lamp 
Type Lamps Watts Special Features Type Lamps Watts Special Features 


SP) Bees JOLECO CORPORATION ter 


F- 
*Less bulbs 
Rec. glass bottom shield 40 tbs. $53.72 


Rec. glass bottom shield 

Rec. louver bottom shield 35 

Rec. louver bottom shield 45 

Rec. formed plastic shield 35 

Rec. formed plastic shield 45 

Rec. Corning curved lens 45 

Rec. Corning curved lens 55 

All alum. louver sides 3% 

glass bottom 

All alum. louver sides 45 

glass bottom 

All alum. louver side & w 

bottom 

All alum. louver side & 40 

bottom 

All alum. louver side 30 

plastic bottom 

F50-440-F P All alum. louver side 40 
plastic bottom 

F50-240CL All alum. louver side 40 
lens bottom 


ILLUMINATING ENGINEERING CO. 47 E: Nine Mile Ra. Fs. 4ocl Aamir side- 
F56-140FP 


Ux-480 © COM-CC Hairpin type, comm. 32 Ibs. $84.00 510-409 —r— sé 
or school $40-248G Rec. glass bottom shield 
COM-CC —_ comm 15 4.00 $40-448G Rec. = bottom shield 50 
- $40-248LV Rec. louver bottom shield 
COM-CC se comm a $40-448LV Rec. louver bottom shield 
or schoo me $40-248FP Rec. formed plastic shield 35 
a: $40-448F P Rec. formed plastic shield 45 
6 « . $40-296G Rec. glass bottom shield 75 
60 : $40-496G Rec. glass bottom shield 90 
55 « ¢ $40-296LV Rec. louver bottom shield 65 
5 ’ $40-496LV Rec. louver bottom shield 80 
: $40-296FP 65 
80 
5 


F40-240G COM-F 
F40-440G 
F40-240LV 
F40-440LV 
THE HUENEFELD CO. 27 Sing Grove Ave Fab AAFP 

Cincinnati, Ohio ‘ 

F40-240CL 
F40-440CL 
— i F50-2406 


ee ee ee 


im IND-FL 
131 IND-FL 
IND-FL rs. 


20 
30 
40 
40 
wnD-FL a — F50-240-LV 
V 
15 
15 
2 


& ssee82285 8 52 


~ 
— 
o 


IND-FL 
RES-FL 
RES-FL 
RES-FL 
RES-FL 


& 


F50-440-LV 


é 


F50-240FP 


- _-_ = 
ese oS 


COM-SLM 


e Rec. formed plastic shield 

# S40-496FP Rec. formed plastic shield 

os: $50-248G  COM-SLM All alum. louver side-glass 
$50-448G  COM-SLM 


NSN SENS Neyer ane 


CC1-483GL . 
1EC-482GL COM-SLM 


4 
4 
6 
6 
4 
4 
$ 
t 
2 


bottom 
All alum. louver side-glass 45 
bottom 
All alum. louver side & w 
bottom 
All alum. louver side & 40 
bottom 
All alum. louver formed 30 
40 Turret socket 20 tbs. $10.85 plastic shield 
40 Steel end 20° 11.10 $50-448FP COM-SLM All alum. louver formed 40 
40 Steel end . 12.15 plastic shield 
40 Steel end 18.50 $50-296G COM-SLM All alum. louver side 
40 Commercial unit , 10.85 glass bottom 
52 Industrial unit 39.76 $50-496G COM-SLM All alum. louver side 
52 Industrial unit 16 glass bottom 
52 Industrial unit ‘ 60.03 $50-296LV COM-SLM All alum. louver side & 
425 M.A. ballast 4.96 bottom 
$50-496LV COM-SLM All alum. louver side & 
bottom 
$50-296F P COM-SLM All alum. louver formed 
plastic shield 
$50-496F P COM-SLM All alum. louver formed 


JACKSON ELECTRICAL CO. 10-00. Von Barn 5 sate sil 


a 


$50-248LV. COM-SLM 


INFRA RED RAY DEVICES, INC. ot Set Maat. say COM-SLI 
$50-248FP = =COM-SLM 


S&S S$ & & S&F KSAAHHAASSRRBSSsse 


SLM 
SLM 
HSL-4-8 SLM 
HSLC-2-8-425 SLM 


i he ee) 


Yardiight 
100 Yardlight 
Yardhight F. D. KEES MFG. CO. First & High Sts 
Yardlight J Beatrice, Nebraska 
Yardlight 
Yardhight 3140 
Yardlight 
Yardlight 
Bracket 
Bracket 
Fixture 


Fixture KEYSTONE ELECTRIC MFG. CO. 208-%6 Tina 1 
ila. 4, Pa 


Fixture 


P-IND Guard 
Socket PK 240 COM-F 2 40 Plastic side panels 32 ths. $31.25 
Socket PC 490 COM-SLM 4 51 Plastic side panels 88 

I 


1-IND Socket J 68-75 
1-IND Socket PK 440 COM-F 4 40 Plastic side panels 42 44.15 


6910 


COM-IND- i 2 tbs. $3.00 
O-RES-P 


eoooooooooe 


P-IND 
P-IND 


<<<<oc - 5S¢ - 
v 
=z 
o 


z= 
i 
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No.of Lamp 
Lamps Watts 


COM-SLM 2 51 


COM-F 
COM-F 
COM-SLM 


~eN 


F-IND 


aN NR SRN ew ee ew 


KILLARK ELECTRIC MFG. CO. 


DLC 

ELG & 100- 

ELX 500 

SLH & 150 

SLHM 500 

V Series 100 
500 


THE KIRLIN CO. 


2208 F.COM 
4208 F-COM 
2308 F-COM 
2408 F-COM 
3408 F-COM 
4408 F-COM 
240TR F-COM 
240EC F-COM 
1207 1-RES 

1208 1-COM 
1212 1-RES 

1409 1-COM 
1412 1-COM 
508 1-RES 

44 


MORRIS KURTZON, INC. 


COM-F 40 
COM-F 40 


1872 L 
1872 HG 


COM-SLM N 
COM-SLM 2 
COM-F 40 
COM-F 40 
COM-SLM 12 
COM-SLM 2 
COM 2 
200CL-40 COM 40 
5200 CL96-430 COM SUM l 
2600 CL-40 COM-F 40 
2600C 96-430 to - 2 
1048 40 
2048 COM : 2 40 


1896 L-430 
1996-L-430 
2040 HL 
4040 HL 
2096H L-430 


LASALLE PRODUCTS, INC. 


SBE 101 RES 1 60 
SBE 107 RES 1 100 
SBE 110 RES 1 100 


100 


DLA 100 & Aluminum 5 Ibs 
200 


Special Features 


Luminous metal 


Luminous metal 
Luminous metal 
Unshielded unit 


Polished chromium 
Circline instant start 
Plastic enclosed 


3940 Easton Ave. 
St. Louis 13, Mo 


$970 
11.35 
Pendant, ceiling 13.00 
& bracket 20 65.00 
Non-rusting flexible 2 2.00 up 
8 
All Aluminum 2% 4.00 up 
up 


3435 E. Jefferson Ave 
Detroit 7, Mich 
Hinged $38.33 
Hinged 
Hinged 
Hinged 
Hinged 
Hinged 
Open 
Egg crate 
Lens 
Lens 
Lens 
Lens 
Lens 
Recessed 
Recessed 


4218-48 N. Lincoln Ave. 
Chicago 18, Ill 


$43.50 
48.00 


Hinged louver bottcm troff. 38 Ibs 
Piano hinged glass 42 
hettom trofl 

Hinged louver bottom troff. 94 
Hinged louver bot. troff 
Finlouvers 32.90 
Finlouvers 48.00 
Finlouvers 14.00 
Finlouvers 120.00 
Open lamp 87.00 
Office unit 57.00 
Office unit 128.00 
Office unit 42.00 
Office unit 92.00 
H. P. F. ballast 13.70 
Tulamp strip 21.00 


94.00 
129.00 


143 Seneca St 
Buffalo, N.Y 


Modern, adjust. bed lamp 4 Ibs. $5.50 
Twin pin-up func. Wallamp 6 7.10 
Indirect functional Wallamp 6 9.00 


LEADER ELECTRIC CO. 


VL-440 COM-F 4 


NHC-480 COM-F-SLM 4 
(425 m.a.) 
NHO-480 
(425 m.a.) 
SM-240 


SM-486 
(425 m.a.) 
NV-240 


V-280 
(425 m.a.) 
SM-240LB 


COM-F-SLM 4 
COM-F 2 
COM-F-SLM 4 
COM-F 2 
COM-F-SLM 2 
COM-F 2 
COM-IND- 1 


F-SLM 
IND-F 2 


NHS-180 
(425 m.a.) 
1V0-240 

L-440 COM-F 4 
T-240 COM-IND-F 2 
NHT-480 COM-IND- 4 
(425 m.a.) SLM 

T-240LB COM-IND-F 2 


THL-240 COM-F 2 


THG-240 COM-IND-F 2 


COM-F 2 
IND-F 2 


THLC-240 
ZU0-240 


F-P-RES 1 
COM-F 4 


SL-124 
LRL-440 


4 

80 
80 
40 
80 
4 

80 
40 


4 
40 


40 
80 


40 
40 
40 


40 
40 


24 
40 


Special Features 


Indirect china & metal 
Waillamp 

Indirect Wallamp 
Indirect Wallamp 


3500 N. Kedzie Ave. 
Chicago 18, Iii 


$41.82 
87.86 
53.75 


Water thin styling, free 48 Ibs. 
swinging plastic louver 

Free swinging plastic louver 73 * 
translucent side panels 
Operational eff. low 

maintenance cost 

60° ; downward-40 22.10 
upward light diffusion 

60°, downward-40° ; 69.38 
upward light diffusion 

Economical high output of , 21.84 
light 

60° 5 downward-40° © 40.65 
upward light diffusion 

Low brightness unit semi- 26.47 
direct illumination without 
glare 

Universal in application 
eff 

All steel-heavy duty, easily 33 ° 17.83 
installed & serviced 
Maximum wide-spread 23.17 
ium. 

Rec. troffer versatile-eff 
Trofter-eft 


23.36 


22.16 
68.17 


28.35 
42.35 
32.95 


Troffer low brightness 

iflum. without glare 

Troffer with curved type 

lens 

Troffer with light control 

lens 

Surface mounted 

Corrugation provides 21 
durability 

Sunlamp 12 
U.R.C. research luminare 60 * 


57.2 
17.05 


18.85 
40.45 


Note—Fixtures are available in 2, 3 or 4 lamp units and Slimline wnits are available 
for 120, 200, 300 and 450 milli-ampere operation 


LEHROLITE, INC. 


626 

624 1-RES 
648 1-RES 
656 1-RES 
570 1-RES 
191-48 F-COM 


LIGHTING PRODUCTS, INC. 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F-SLM 
COM-F-SLM 
COM-F 
COM-F 


70 AF-2-40 
70 AF-4-40 
110 AFL-2-40 
110 AFL-4-40 
114 AFL-2-96 
114 AFL-4-96 
110 AFL-2-40 

100 AFL-4-40 

114 AFL-2-96 COM-F-SLM 
114 AFL-4-96 COM-F-SLM 
3302-1 1-SP 

3302-2 1-SP 

20 A-2-40 IND-F 

22 A-2-40 IND-F 
44A-2-48 IND-F-SLM 2 


ELECTRICAI 


40 
40 
4 


WHOL 


53 Parker St. 
Wallingford, Conn 


12 Ibs. $135.00 
12° 135.00 
8 “ 58.50 
54.00 
37.50 
5.15 


Hand painted 8 
Tole 8 
1-It. strip 5 


Box Q. 
Highland Park, iil. 
$23.30 
36.00 


V-glass 
V-glass 
Glass sides louver bottom 41 
Glass sides louver bottom 55 
Glass sides louver bottom 110 
Glass sides louver bottom 125 
Glass sides glass bottom 45 
Glass sides glass bottom 59 
Glass sides glass bottom 115 
Glass sides glass bottom 130 “ 
Adjustable spot-light 10 
Adjustable spot-light 12 
19 
21 
38 * 40.70 


39 Ibs 
46 
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No.of Lamp 


Type Lamps Watts Specia! Features 


IND-F-SLM 
COM-F Comm. bare lamp 

Comm. bare lamp 

Comm. strip 

Comm. strip 

Louver bottom plastic side 


Louver bottom plastic side 


2 
2 
4 
1 
1 
2 


COM-F 
COM-F-SLM 2 
COM-F 2 
150 WF 4-40 COM-F t 
154 WF 2-96 COM-F-SLM 2 
COM-F-SLM 4 


Lock-in louvers plastic 


side panels 
Lock-in louvers plastic 
side panels 
Lock-in louvers plastic 


8 8 & & sessex 


side panels 
96” Lock-in louvers plastic 
side panels 


154 WF 4-96 


175 Fifth Ave 
New York 10, N.Y. 


Hinge type 2 tbs. $34.20 
V shape be 19.78 

36 52.00 

51 79.60 
Angle shape 30 33.33 
Louver & glass 36 45.21 
School fixture 24“ 32.48 
Louver & glass 21 41.05 
Louver & glass 35 53.42 


LIGHT & POWER UTILITIES CORP. 


COM-F 
IND-F 
SLM 
SLM 
SW 
COM-F 
COM-F 
COM-F 
COM-F 


i Ee i el 
Sesssazsse 


108-114 W. IMinois St 
W. H. LONG CO. Chicago 10.18 
With apron base 115 ths. 
Short model 105 
With apron base 110 
Short model 95 
Short model with pipe 100 
brackets (specify size of 


pipe OD 

Short model with wall 
brackets 

Short model with corner 
brackets 

With apron base 

Short model 

Short model with pipe 
brackets (specify size of 


pipe 

Short model with wall 
brackets 

Short mode! with corner 
brackets 

Half-lite for wall 
Half-lite for wall 
Half-lite for wall 
Half-lite for pipe post 
Half-lite for pipe post 
Halt-lite for pite post 
With apron base 
Short mode! 


ecooooocoo 
Nr oO & he a me rh 


LIGHTOLIER, INC. 346 Claremont Ave 

Jersey City 5, N.J 

RES-I For bedroom, dining room, Stbs. $19.45 
kitchen, etc. 

RES-1 Built-in lens 10 26.00 


7352 RES-1 Compact mirror light 
1042 . : Slip on covers; die-cast 
7043 - - ends; curved reflectors 
7049 a 


September, 1950—ELECTRICAL WHOLESALING 


No.of! Lamp 
Type Lamps Watts 


RES-COM 
RES-COM 
RES-COM 
RES-COM 
RES-COM-F 
CoM-I 
RES- 

RES-1 
RES-I 


RES- 


RES-1 
RES-1 


RES 


LUMIDOR MANUFACTURING CO., INC. 


F-COM 

F-COM 

SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 
SLM-COM 


FCL446 

FCL246 

CSL496-2 
CSL296-2 
CSL496-4 
CSL296-4 
CSL448-4 
CSL248-4 


LITECONTROL CORP. 


4624 COM 

6624 COM-SLM 

6628 COM-SLM 

4124 COM 

4044 COM 

5328 COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


40 
40 
51 
51 
ik) 
5 
38 
38 


Special Features 


Curved refl., snap on 
cover, die-cast ends 


Directs 70°; of light on 
face 


- Directs 21.57; direct 


down light 

Authentic carriage lantern 
Small dish fixture 

Ranch house fixture heavy 
glass, green & red finishes 
Authentic tole fixt; hand- 5 
decorated 


Small crystal 


5 

5 
Completely indirect K) 
crystal chandelier 


10 


Plastic enc. fluor 12 
Classic gold clasps— 10 
no bottom knob 

Decoralite picture with 15 
wooden frame 


Low surface brightness 44 Ibs 


Low surface brightness 38 
Low surface brightness 77 
Low surface brightness 63 
Low surface brightness 78 
Low surface brightness 64 
Low surface brightness 46 
Low surface brightness 39 


4801 E. 50th St 
Los Angeles 58, Calif 


$63.00 


36 Pleasant St 
Watertown 72, Mass. 


5 eff, 
5 eff, 
t-of 66 
6-3 3 


eff. 

Egg crate louv 
cut-off 

Egg crate louver, 35-25 44 
cut-off 

Egg crate louver, 35 -25 
cut-off 

Egg crate louver, 35 -25 
cut-off 

Egg crate louver, 35 -25 
cut-off 

Egg crate louver, 35 -25 
cut-off 

Troffers with 9030-9031 


% 
26° cut-off 
% 
er 


Holophane lenses 
Troffers with 9030-9031 
lenses 


Troffers with 9030-9031 
Holophane lenses 
Troffers with 9030-9031 
Holophane lenses 
Troffer with egg crate 
louver 30-25 cut-off 
Trofter with egg crate 
louver 35-25 cut-off 
Trofler with egg crate 
louver 35°-25° cut-off 
Trofter with egg crate 
louver 35 -25 cut-off 
Trofler-hinged with 11F12 72 
Holophane lenses 


t-off 30 ths. 
0 


$20.65 
25.75 
46.35 
73.90 
36.50 
51.60 
2.0 
80.25 





Ne. of Lamp 
Type Lamps Watts 


MARKSTONE MFG. CO. 


500 to 575 F-RES 
7000 F-COM-IND 
F-7025-LL F-RES 

6114-2 to 


6142 
6114 to 


F-COM 
F-COM 
R-RES 


KAB-14 to 
KAB-20 
FL-1240 
4240 
1240-2 
CS-4240-2 
FL-1214 to 
FL-1225 
FLS-1214-2 to 
FLS-1220-2 
FL-1314 
FL-1320 


MARLOU LIGHTS, INC. 


496PSL SLM 
SLM 
SLM 
SLM 
SLM 
SLM 
SLM 
SLM 


ee ee 


MCGILL MFG. CO., INC. 


5000 1 100 
5025-SR 

305 

7000-SR 

3006 

3007 

8000-S 


5000-SLR 


MCPHILBEN MFG. CO., INC. 


80-1-12 CoM! 1 200 or 


Special Features 


2460 George St. 
Chicago 18, I. 


$7.00 to 
18.20 
18 13.95 
12.75 


Circline instant start 7} ths 
Fixt. for comm. or ind. 
Ready to hang home 12} 
laundry or work shop 

Shaped strip with shield 


Shaped strip 


Surface mtg. 
Surface mtg. 
Surface mtg 
Full shield chrome brkt 


10 to 
20 

55 t 
20 


= = 


8 
15. 
3. 
6 


10.55 
14.70 
1.35 
9.45 to 
11.55 
4.00 to 
6.20 


Ny oOo Mw 


Utility brkt. chrome & 
white 
All plastic shid. brkt 7.35 to 
9.50 
7.35 to 
9.50 
7.35 to 
8.85 
9.45 to 
10.95 
8.40 to 
9.45 
21.00 
23.15 
27.35 
46.90 
10.00 to 
14.15 
12.15 to 
14.00 
14.50 to 
15.00 


All plastic shid. brkt. 
All plastic shid. pinup 
All chrome shid. pinup 


Under cabinet 


Surface mtg 
Pendant mtg 
Surface mtg. plastic shid. 26 ' 
Pendant mtg. plastic shid. 27 
Surface mtg -* 


RRewwmeawwnwnyevwn~ 


Surface mtg. plastic 6; 

shield 8; 

Surface mtg 8 
9 


Fanwood, New Jersey 


Valparaiso, indiana 


Plastic handle & approved 150z. $4.10 
conv. outlet 

Levolier switch & 25 red 33 8.00 
thermoplastic cord 
Concentrating end lens 56 12.90 
rotary refi. & stand 

Rubber handle Levolier 22 3.10 
switch & refl 

Vaporproo! with steel cage 36 
Vaporproof with fibre cage 33 
Hardwood hand & 19 
Levolier switch 

Plastic handle, outlet 7 6.40 
concentrating end lens & 

refl 


11.50 


1329 Willoughby Ave. 
Brooklyn, N.Y 


Recessed Holophane $28.00 


300 controlens 12° square 


No.of Lamp 


Lamps Watts 


39-1-135 


Special Features 


Recessed, round Holophane 


00 controlens 134” dia. 


548H 


THE MILLER COMPANY 


CS404-4 
CS404-8 
CS6002P-4 
CS6002P-8 


COM-F 
COM-F 
COM-SLM 
COM-SLM 
COM-F 
COM-F 
IND-SLM 
IND-SLM 
IND-F 


ee ee 


THE MIDWEST LIGHTING 


Model 66 1-IND 1 400-M 


Model 12 1-IND 


Model 38-F FL-IND-O 1 


Mcdel 84-F FL-IND-O 1 400-M 
19 


1000 
Medel 7-D I-SW-RES-P 1 = 100 


Model 7-F I-SW-RES-P 1 = 100 
1-VP-DP 1 15 


Mode! 1100 
PM 100 


MITCHELL MANUFACTURING CO. 


COM-F 
COM-F 


Module A 4 
2 
COM-F-l 1 32 
1 
4 
2 


Module A-2 
Module B 


COM-F 

COM-F 40 

Module D COM-F-SLM 4 75 

Module D-2 COM-F-SLM 2 15 
**Commercial and industrial user net 
2 COM-F 4 


Module C 
Module C-2 


2032 COM-F 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F 


COM-F 


ELECTRICAL WHO 


PAR/3SP or 3FL 
40 


) Glass sides, louver 


Exit, recessed 8” letters 
cast frame 

Kopp exit 4)” letters 
Recessed gymnasium 

Open adjustable accent lite 
Hospital wall indirect 
Hospital bed, direct-indirect 
Cast architectural lantern 
Cast bronze with guard 
Holophane No. 9015 controlens 
Holophane No. 9100 

curved lens 

Louvered classroom 
Recessed louver 


99C ater St. 
Meriden, Conn. 


37; bs. $56.00 
i « 


PROD. CO. °-0.0659 Esonaeres. 
$44.00 


Unique double walled 10.5 Ibs. 


silvered glass refl 
Unique double walled 25.00 
silvered glass refl 
Unique double walled 47.50 
silvered giass refl 


Unique double walled 
silvered glass refl 


Unique double walled 
silvered glass refl 
Unique double walled 
silvered glass refl 
Unique double walled 
silvered glass refl 


2525 N. Clybourn Ave 
Chicago, I. 


$20.62** 
15.61** 
Circ 23.38"* 


20 ths 
18 


38.04** 
27.19** 
90.27** 
55.91** 
price 

Glass shield URC 
Glass sides, louver 
bottom 

Glass shield 

Glass shield 

Glass shield 

Glass shield 

Glass sides, louver 
bottom 


42.95 
45.95 


25.50 
40.75 
32.50 
47.50 
35.50 


49.95 
bottom 
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No. of 
Type Lamps 


2 
4 
2 
+ 
2 
4 
2 
2 
3 


*Models available with glass 
COM-F 1 


cOoM-! 


—_ 


ed 


MOBECO, 


UXF-4 

SAF-4 

BTE-4 

IREF-4 
IREF-2 
8 FSCR 
T FSCR 
6§ FSCR 
5 FSCR 
4 FSCR 
y FSCR 


COM-CC 
COM-CC 


— et et es et os ee a 


MOE-BRIDGES CORP. 


FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 
FL-COM 


1-SP 1 


Lamp 
Watts 


SSSsESSESESE BF BB SB 


Special Features 


” Sliraline, unshielded 
200 M.A 


Sliestine, unshielded 


” Stimtine, unshielded 


200 M.A. 
Slimline, unshielded 
300 M.A. 
Unshielded, cast ends 
Unshielded, cast ends 
Louver, hinged cons't. 
Louver, hinged cons't 
Open type 
Open type 
Res., unshielded troff. 
Rec., instant start 
Res., unshielded troff. 


and for louver shielding 
150 Spotlight for 3005, 6, 


SSSSSeeeseee 


150 


or 300 


1-SP 2 


150 


or 300 


FL-1/24 FL-COM 


20 


9,10 

Spotlight for 3007, 8, 

11,12 

Open end 

Open end 

Open end “4° 
Open end 48“ 
Closed end 32 ‘ 
“Twin-Turret”, open end 27 * 
Open end 12 * 


en 

Alum. base swivel 2 
Wall mig. swivel 2}¢ 
Pendent mig. swivel 5 
Adapter, kitchen unit 54“ 
Perm., mfg., kitchen unit 6 
Cireline & inc. 

Kitchen unit 1 * 


Watertown 72, 

Boston, Mass. 

34 Ibs. $68.50 
58 69.50 
67.00 

67.00 

39.50 

44.50 

42.00 

39.50 

36.50 

34.00 

31.50 


1-year guarantee 
|-year guarantee 
1-year guarantee 
|-year guarantee 
1-year guarantee 
1-year guarantee 
|-year guarantee 
1-year guarantee 
1-year guarantee 
1-year guarantee 
1-year guarantee 


1415-1425 Wiinois Ave 
Sheboygan, Wis 


Unshielded base unit 71 ths. 
Unshielded base unit a2 « 
Unshielded base unit x! | 
Unshielded base unit 59 
Louvered shielding for 15 
5-240 

Louvered shielding for 18 

5 


‘ouvered shielding for 
5-440 

Louvered shielding for 
t 


5-460 

Ene. glass shielding 

for 5-240 

Enc. glass shielding 

for 5-260 

Ene. glass shielding 
5-440 


Enc. glass shielding 
tor 5-460 
Spotlight for 5-240 
or 5-260 
Spotlight for 5-440 
or 5-461) 


Plug-in strips for louvered 
ceilings or other com. use 
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No.of Lamp 
Type Lamps Watts 


FL-COM 
FL-COM 


FL-COM 
FL-COM 
FL-COM 
FL-RES 


es 


COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


—-——P meh 


MONOGRAM LIGHTING UNITS, INC. 


COM-F 2 
COM-F 4 
IND-F 2 
IND-F 3 
IND-F 2 
IND-F 3 
IND-F 4 
IND-F 6 
IND-F 2 
IND-F 2 
2 
1 
1 
2 
3 
2 
3 
4 
6 
2 
2 


Sessssssese 


IND-SLM 


nw 


IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 
IND-F 


MULTI ELECTRICAL MFG. 


3012-3020 
336, 337, 339 FL 


IND-1 1 100 
1 


10170 F 
un vP 


8080. 6088 FL 
8070, 8075 FL 
10150 F 
10250 F 
3870 


3875 
86! SP 


NEO-RAY PRODUCTS, INC. 


ML-2448 

347-448 F 
Skylette F 
Shylette SLM 


M-607-848 F 


Special Features 


Plug-in strips for louvered 10 
ceilings or other com. use 
Piug-in strips for louvered 20 
ceilings or other com. use 
Com. strip 5 
Com. strip 10 
Com. strip 20 
Pin-up or permanently mtd. 4 
brkts. white or chrom. fin 
Unshielded base unit 
Unshielded base unit 

Louver shield for base unit 
Glass shield for base wait 
Louver shield for base unit 
Glass shield tor base unit 
Bactericidal 

Bactericidal 


14 Prospect Place 
East Orange, N. J 


Glass sides louver bottom 32 Ibs. 
Matching above fixt 
Open end 4 ft. pore 

Open end 4 ft. pore 
Closed end porc 

Closed end pore. 

8 ft. section pore. 

8 ft. section pore 

Open end pore 

Closed end pore 

Open end porc 
Bactericidal 

Bactericidal 

Open end turret sockets 
Open end turret sockets 
Closed end turret sockets 
Closed end turret sockets 
8 ft. turret sockets 

8 ft. turret sockets 

Open end low brightness 
Closed end low brightness 


$46.55 


4223-43 W. Lake St 
CO. Chicago 24, 


RLM 


All purpose 


Open type 
Elleptical open 


Turret socket 

Slimline 

Area Post lite 

Area Post lite with spotlights 
For PAR 38 or R40 lamps 


315 E. 22nd St 
New York 10,N. Y 


Louvered ceiling. pertect 
alignment 

Hinged louver & wiring 
channel 

Flexi-flap 


36 tbs. $35.00 


Flexi-flap 


4’ square hinged louver & 182 


. hinged wiring channel 





No.of Lamp 
Lamps Watts 


Special Features 
1070 (deep =i 
spot 

3R-248 

325-248 F 


- Orifices conform to 35 10 * 
beam 


spread 
83.6% efficient; hinged 30 “ 
louver & wiring channel 
Hinged louver & wiring 26 “ 
channel 


3RS-496 SLM Hinged louver & wiring —88- 
425M.A. channel 102 “ 


12415 Euclid Ave. 


NATIONAL LIGHTING EQUIP. CO. Cleveland 6. Ohio 


1903 RES 1 300 CLM WStbs. $22.00 


2051 N. 19th St 
Milwaukee, Wis. 


Louvered 3)” high 89 Ibs. —= 
Loavered 3)” high 11 
Alba-lite 3)” high 87 138 ry 
Alba-tite 3;" high 15 * $3.00 
66 81.00 
55 50.00 
Louvered trofter 93 116.00 
Louvered troffer 92 110.00 
Louvered trofter 18 84.00 
Alba-lite troffer 90 116.00 
Alba-lite troffer 88 110.00 
Alba-lite troffer 16 84.00 
One-piece refi. 66 77.00 
One-piece refl 55 51.00 
Bathroom cabinet, fully rec. 66 70.00 
19 14.00 


NORTHERN LIGHT CO. 


COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


HS496S4 4 
2 
4 
2 
4 
2 
4 
3 
COM-SLM 2 
4 
3 
2 
3 
2 
4 
2 


HS296S4 
HG496S4 
HG296S4 


COM-SLM 
COM-SLM 
COM-SLM 
IND-SLM 


ME248H 


411 S. Clinton St. 
Chicago 7, ti 


$4.20 
4.70 
5.20 
6.75 
3.15 
4.40 
5.00 
6.30 
21.25 
36.00 
52.00 
14.60 
70.00 
24.00 
29.40 
22.70 
28.00 


OVERBAGH & AYRES MFG. CO. 


885 1-IND 
885A 1-IND 
885B 1-IND 
885C 1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
F-IND 
F-IND 
F-IND 
F-COM 
F-COM 
1-FL 
1-FL 
FL 
1FL 


ee ee ee 


407 Oliver Bldg. 
Pittsburgh 22, Pa. 


PITTSBURGH REFLECTOR CO. 


BI496A-4 COM-SLM Glass side panels 160 ths. $110.00 


B-5296PL-4 COM-SLM Framed plastic side 56 61.33 


panels 
Egg crate louver 170 123.66 


B-7496A-4 COM-SLM 


B-B496A-4 COM-SLM , Alba-tite glass 2 120.83 


AF-4396A-4 COM-SLM Trofler 81.00 
Alzak alum. side panels 23.08 
8-foot sections 68 56.66 
Wall urn for indirect Itz 37.96 


A-5240-AL COM-F 
A-5280-AL COM-F 
16728 COM-I-RES 


No.of Lamp 
Lamps Watts 


40 


THE PYLE-NATIONAL CO. 


BOL-1561 
BOL-7501 100 
BOL-20001 
BOLB-115 
BOLB-175 
BOLB-1200 
Type 14180 


Type 16180 
Type 18180 
Type 2375 
Type 1275 
LEB-221 
LEB-241 


DEB-120 
DEB-140 


QUADRANGLE MFG. CO. 


681 FL-L 
683 FL-I 
684) FL-I 

FL-I 


1-IND 
cOM.-! 
1-IND 
1-IND 


RAMBUSCH DECORATING 


DOME COM-| 1 150 
1500 
COM-| 1 150- 
1060 
COM-! 1 150 


DOWNLITE 
ROTOSPOT 


ANNULITE COM-I-RES 1 


Special Features 


Alum. housing 
Glass permaflector 


Refl. snap out 


1334 N. Kostner Ave. 
Chicago 51, Ill. 


With globe & guard $10.20 
With globe & guard 10.20 
With globe & guard 
With globe & guard 
With globe & guard 
With globe & guard 


- Cast metal weather proof 65 Ibs. 
+ Cast metal weather proof 95 “ 
- Cast metal weather proof 105 “ 
- Cast metal weather proof 165 “ 


- Cast metal weather proof 35 “ 


With globe & guard 
With globe & guard 
With globe 
With globe 


32 S. Peoria St 
Chicago 7, tl 


Open type pipe clamp or 15tbs. $23.00 
cross arm 


- Open type pipe clamp or 72.00 


cross arm 
Slip-fitter 2° pipe , 25.00 


- $lip-fitter 2” pipe 


Aisle-stock refi.” pendent 3 
Sign refl. ,” horizontal 2 
RLM dome refi. }” pendent 4 
RLM dome refi. |” pendent 6 “ 


40 W. 13th St 
CO. New York 11, N.Y. 


Low brightness wide light . Ibs. $80.00- 
dist. shallow recess 180 00 
High eff. small aperture 2 
38 
Shallow recess, 350 8 
rotation & 45° tilt, easily 
adjusted 
Shadow diffusing shallow 


500 recess 


WALL URN COM-I 1 


MORELITE FL-I 1 


REGENT-SAVOY ELEC. MFG. CORP. 


ELECTRICAL WHO! 


- Eliminates bright splash 


above unit 
Exposed unit 
swivel mount 


589 North Ave. 
New Rochelle, N. Y. 


No-glare glass 10 ths. $11.10 
Approved flush fixt 4 4.35 
Triple plated chrome 10 15.00 
Circline with 8” fan 10 22.44 
Hinged louver 50 76.90 
Streamlined kitchen unit 15 
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No.of Lamp 


Type Lamps Watts Special Features 


ROBBOY ELECTRIC MFG. 


ci4 
C15 
440 SS 
440 SC 
240 SS 


Chrome bathroom brit. 3 ths 
Chrome bathroom brkt. _* 
Pendant 35 
Flush mounting 

Pendant 


—_— 
nm 


Flush mounting 
hanne! 


Sesensess5s5 


200 MA., strip 

With louver & glass 
200 MA., oval design 
200 MA., oval design 
With louver 

With louver 


REKSSHRBi ewe 


RUSSELL & STOLL CO., INC. 


DP-EP 1 100/ Pendent with guard 
150 
DP-EP 1 100/ Pendent without guard 1 


150 
DP-EP 1 100/ Ceiling with guard 4 
150 


DP-EP 1 100/ Ceiling without guard 14 
150 


DP-EP 1 100 Pendent with guard & refi. 12) * 
DP-EP 1 100 Pendent, refi., without 12 


quard 
DP-EP 1 100 Ceiling with guard & refi. 15 
DP-EP 1 100 Ceiling, refi, without 


quard 
DP-EP 1 100 Pendent with guard & 
angle refi. 
Pendent, angle refi 
without guard 
Ceiling, angle refi 
with guard 
Ceiling, angle refi 
without guard 
Bracket with guard 


Brkt. refi. & guard 
Portable hook 


Bail handle 
Pendent—brass guard— 
without switch 
Junction box brass 
without switch 
Ceiling, brass without 
switch 
Brkt. brass without 
switch 
Screw globe brass 
without switch 
vP Brkt. brass, without 
switch 
vP Brkt. brass, without 
switeh 
vP Pendent, refi. brass guard = 5 
ve Junction box brass refi. 1 
vP Screw globe, flat refi. brass 5 


OP-EP 1 
DP-EP 1 
OP-EP 1 
DP-EP 1 
DP-EP 1 
DP-EP ! 
DP-EP 1 
vP 1 
vP 1 
vP 1 
vP 1 


vP 1 


L. J. SEGIL CO. 


ST 696 F-COM-SLM 


F¥M1048 Vertical fixt 


Recessed spo! 
Recessed spot 
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2062 E. 70th St. 
Cleveland 3, Ohio 


$5.20 
5.65 


125 Barclay St 
New York 7,N.Y 


115 ths. $16.75 


16.00 
20.50 
19.75 


19.25 
18.50 


23.00 
22.25 


19.25 
18.50 
23.00 
22.25 
22.3 
24.15 
30.00 
30.00 
5.00 
5.00 
5.00 
5.50 
4.40 
7.00 
1.00 
9.00 


2500 W. North Ave 
Chicago 47, iti 


62 Ibs. $117.00 


No.of Lamp 


Type Lamps Watts Special Features 


Bulle! 

Circline with tan 
Post light 

Post light 


119 W. 36th Place 
S & M LAMP CO. Los Angsios, Col 
402 FL.COM 
IND-RES 
802 FL-COM 
IND-RES 
1100 0 
813 FL 


1113 0 
500, 505, Sw 
503, 504 

$52 YCAL 


Yard-lite refi. removable 
- Totally encl. socket 


Yard-lite refi. removable 
PAR & R type lamp holders 


Recreational, comm. & ind 


purposes 
1952 YCAL Recreational, comm. & ind 


purposes 
1072 YCAL Recreational, comm. & ind 
purposes 
1490 CAL Com’! 
1790 CAL Com'! 
1200 Series Cast alum. with Alzak 
alum. inner refis 
1600 Series Cast alum. with Alzak 
processed alum. inner refis 
1800 Series Cast alum. encl. with Alzak 
alum. inner refls 
2020 Series Cast alum. enci. with Alzak 
alum. inner refis 


RKO Building 
New York 20, N.Y 


SILVRAY LIGHTING, INC. 


1500S/3R/5 | 
F-COM 


300 Concentric ring silver 10 ths. $14.50 
500 bow! lamp 
40 Louvered 35° 35 shield 32 
40 Louvered 35 x35 shield 41 
15 Louvered 35° x 35° shield 66 
F96" T12 
75 Louvered 35 x 35 shield 
F96" T12 
40 Clos: ceiling louvered 


SIMPLET ELEC. CO. 3600 Potomac Ave 
Chicago 51, iti 

6111 Alum. Universal type 

6112 Alum. Universal type 

6211 Alum. Universal type 

6221 Alum. Universal type 

6311 Alum. Universal type 

6312 Alum. Universal type 

6411 Alum. Universal type 

6412 | Alum. Universal type 

6511 Alum. Universal type 

6512 Alum. Universal type 


S6th St. & 37th Ave 
Woodside, Long Island, N.Y 


SLATER APPLIANCES, INC. 


KL-1 RES 40 Automatic ‘closet light 10 az $2.00 


Chelsea 50, Mass 


SMITHCRAFT LIGHTING DIVISION 


102-4008 COM-F 40 Full channel, brick 32 ths. $26.04 


ballast, 4 or 8 





No.of Lamp Ne. ef Lamp 
Type Lamps Watts Special Features Lamps Watts Special Features 


102 96-430 [COM-SLM 2 
D-2 ¥ 


200, 300 or 425 MA. ballast 75“ 63. HCW-675-L "FFL 
COM 2 a. 


30° cut-off crosswise 40° 39 * 
lengthwise 


Closed wireway hinged lens 24 “ 
Open type outlet box 3°“ 


5 SP 

wv W-80SLS 4 ICOM | 

Glass sides, louvered 50° ! C-8OSLS ~ 1-COM 
us W120 SLS_ \1-COM 


Pyrex 
Pyrex lens 
Pyrex lens 


Pyrex lens 


YE-4 comr 6 
sTL4e = COM-F Renneeed 
200, 300 or 425 MA. 15 


DIR2-96-430 COM-SLM 2 PT 46 
hallast, louvered C-120SLS 1-COM, 

102-965-430 COM-SLM |? 200, 300, or 424MA! 84 ‘ 
80 RD COM 


. louvered 
LW2-15 COM-SLM) 2 , 300, b 110 RD 1-COM 
4 ee unshielded 


4 
HPTC2-4 = IND-F 80 AG 1-COM, 
HSTO2-40 ~=—s IND-F 120 AG 1-COM 
HPTC2-75 IND-SLM 
HST02-75 IND-S'M W-80SLD = L-COM 
C-80 SLD 1-COM 


E2-40 IND-F . ; 

HS2-40 IND-F Heavy duty ind : : W-120SLD  1-COM 
$T2-40 IND-F Heavy duty ind 

COP?2-40 COMF |, Louvered : C-120SLD 1-COM 
COP4-40 COMF, {| Louvered . 
PB2-96-430 COM-F-SLM 2 Plastic bottom 
SLS1-96-430 COM-F-SLM 1 Open type 


i] 
40 
00-4 COM-F ra) 40 Plastic side inserts (* 48 
s - 
40 
40 
15 


Pyrex lens 
Pyrex lens 


Pyrex lens 
Pyrex Jens 
Pyrex lens 


Pyrex lens 
Pyrex lens 


Pyrex lens 


s8s8ceetcetcete8azc we 


aN MN NNN” 


STEBER MFG. CO. Broadview, Ill. 


$300 A-0-FL 1} ths. $2.90 
SMOOT-HOLMAN CO. 321 N. Eucalyptus Ave. ; 
Inglewood, Calif. _— heen a* = 


SP-IND 
RE-500-S COM! 1 Dirt free $18.65 No.2 FL-1-IND 2.00 


COM-F-SLM 4 Fleur-O-Lier 171.35 —— 
COMF 4 Flewr-O-Lier 3° 5800 ae — 
IND-F- 2 RLM instant start 56.50 eo 
SLM A-FL-O “1075 
FL-I 1 Wide area 39.70 IND 
sed AFLO | «1450 
cOM-F Schoo! lighting 67.50 om 
A-FL-O “40.00 
COM-IND 
FL 350 


SOUTHERN LIGHTING MFG. CO. of0, bu 248 ie ) Pe 


800 FL-O 

41296-425 F-COM-SLM 2 63 lbs. $54.30 ciox IND-COM * 
42496-425 F-COM-SLM 4 4“ 40 RES 
75296-425 F-IND-SLM 2 54 ; HA-14 IND-COM 5.50 
78448 F-COM 4 Open type can be ' y Yardlight RES 

connected to louver HO IND-COM 18 
Trofler RES 
Strip 


40248 F-COm 2 
10196-425 F-COM-SLM 1 201 RES-COM + 5.00 
F-COM-SLM 4 Open type P-0 
F-COM 2 For schools 
F-COM 4 Window fixture 
F-RES 2 Glass shade 
F-RES 4 Very shallow 
F-IND 2 Easily serviced 


Sssertere 


STERLING INDUSTRIES me. 


322 1S F-RES 1 32 Instant start Circline 
R7100 1-COM-RES 1 100 Semi-recessed 


THE SPERO ELECTRIC CORP. 122 Lankan hv. as COM — 125 Fdgeighted exit sign 


LVR-448 COM-F Louver plastic panels 50 ths. $57.74 
LVR-496 oo F 2 pe. louver plastic 110 106.64 
panels ' a 
LVR-248 COM-F Louver plastic panels 32 SUN-LITE MFG. CO. Detroit, Mich. 
LVR- 296 COM-F 2 pe. louver plastic 16 . 
SLM panels 9004 SLM-COM For continuous runs 
EL-496 COM-F | pe. louver perforated . 9804 SLM-COM Hinged louver 
SLM sides IND-SLM 
PSB-248 COM-F Louvered school unit } 9025 1-SP Use with slimline fixt. 
PSB-260 COM-F Louvered school unit . 1-SP Use with slimline fixt 
MSBC-248 © COM-F Glass shielded cove light . COM-F Low cost 
MSBCR-248 COM-F 40 Glass shielded cornice J IND-F 100 Turret ind 
light IND-F 150 Turret ind 
MSB-848 COM-F Glass, louver bronze trim . IND-F 
TRL-248-A COM-F 2 40 Recessed louver ‘ ' IND-F 1003 
TRL-296-A  COM-F 2 Recessed louver IND-F 100 J Porcelain 
SLM i cCOM-F 100 Schoo! fix: 
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Ne.s! Lamp 
Type Lamps Watts 


COM-F 4 
COM 

SLM-COM 1 
SLM-COM 2 


Special Features 


Louvered 
Louver-all ceiling 
Slimline 

Stimlin’ 


SWIVELIER COMPANY, INC. eee 
1% 1-FL-SP-SW 1 7SW “Gyro-Lite” Universally 5 ths. $29.00 
a adjustable rec. wait 


PAR 38 
1-FL-SP-SW 1 15@ Universally adjustable 
Torpedo 
1-FL-SP-SW Double cluster torpedo 
shade 


1-FL-SP-SW 6” ext. Torpedo unit 

|-FL-SP-SW 12° ext. Torpedo wait 

1-FL-SP-SW Universally adjustable 
ingle hood 


single 

Double cluster hood shade 

Screw-in unit 

5” ext. Hood unit 

11 ext. Hood unit 

Universally adjustable 
idget-lite 


Midget 

Double cluster Midget-lite 2) 
Midget top-lite (recessed) 2 “ 
Junior top-lite (recessed) 4 “ 
Standard top-lite (recessed) 4 


SYLVANIA ELECTRIC PRODUCTS, INC. pee — 
HF-100 FIND 
HFFS-296  IND-SLM 
FFCS-208 —F-IND 
COM-F 


Bridge type chassis 23 ths. 
Slimline 62 “ 


16 foot strip 
Plastic shielded 
Louver shielded 
Circline 


2 
4 
4 
2 
2 
4 
4 
€ 
4 
4 
2 
2 
2 
1 


SBSsanansaxsaxsssse 


110 Waterbury St 
TRIBORO ELECTRIC CORP. Beehive s W.Y 
108 } 
100 4” with guard 
100 4” 
100 4” angle with guard 
100 Flush moun ting 
100 Flush mtg. with guard 
200 4” 


<<<<<<<<<< 
VvvGTV VU UU 


ing 
Flush mtg. with guard 


$34 Plum St. 
Detroit 1, Mich 


TRI-PART MFG. CO. 


440A 81 ths 


eNO ee Oe One oe 


SLM 
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Ne. of Lamp 


Type Lamps Watts Special Features 


ULTRA-VIOLET PRODUCTS, INC. ate 


RG 18 COM 1 20 Cold temperature installa- 18 Ibs. $68.50 


tions only for walk-in 
refrigerators 


4 Slocum Ave 
Englewood, N. J 


KURT VERSEN CO. 
38-523 coM.! 
38-588 com.t 


38-303 COM-I 


6) ths. $16.00 
4) 16.00 
17.00 


S11 SW 
6110 SW 
6120 SW 
6130 1-SW 
9110 SW 
63035 LSW 


~ 
2 


63038 1-SW 


f2_2. 
ZesEes 


SW 


tz 


SW 


~~ 
2 
Les 


VIMCO MFG. CO., INC. 


1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
1-IND 


COM-F 
COM-F 
COM-F 
COM? 
COM-F 
cOM-! 
coM.| 
COM-F 
COM-! 
com! 
cOoM-! 
COM-! 
CoM! 
COM-! 


— 


TT itifiiitii Tire 
TP ATEEEE 
$8885 GSES 


cia 
eead Faia: 


ON ee ee ee ee eee 





No of Lamp | No.of Lamp 
Type Lamps Watts Special Features Type Lamps Watts Special Features 


Louvered 
Unshielded 
Unshielded 
Unshielded 
Adjustable 
Adjustable 
- Adjustable 


WESTINGHOUSE ELEC. CORP. povtedey 


F-IND Heavy(duty socket pore. 27 tbs. $19.10 
refl 


IND-SLM Heavy duty 90 46.30 
Dust tight, vapor tight 24 43.65 

Highbay mercury 8 19.60 

Sportsfield floodlight 30 51.00 

Stadium floodlight 39 58.00 

500 Heavy duty floodlight 50 68.00 

island & area luminaire = 15 33.00 


250 Underwater swimming pool 40 55.00 
floodlight 
Office & schoo! 60 58.00 


Office & schoo! 42“ 56.00 
Store lighting merchan ; 62.00 
dizer 


NSN Nw eS > 


Adjustable 
Adjustable 
Strip 

Strip 
Louvered 
Unshielded 
Louvered 
Unshielded 


NNN NN 


Swiveling spotlights for 73.45 
use with merchandize WINFIELD ELECTRIC CO. 1644 W. Ada St 
School & office : 76.65 Chicago 22, ill 
Oval shaped . 73.00 
Encl. st. Itg. unit ‘ 68.80 All4-8 RES-F 1 
DeLuxe encl. st. Itg. uni * 103.60 AlI5-8 RES-F 1 
Jr. rotating beacon 250 800.00 A714-8 RES-F 2 
«1374610 High-inten. bi-directional 479.00 A215-8 RES-F 2 
runway marker A120-1 COM-F 1 
$ 1375700 y ; High inten. uni-direction 264.00 A120-7 RES-F 1 
al-med. intensity A120-8 - 1 
S 1376981 Runway marker light 98.00 A220-1 . 2 
A220-7 . 2 
A220-8 2 
A130-1 1 
A130-1-HPF 1 
A730-1 2 
1 
1 
2 


730. 
WHEELER REFLECTOR CO. a St A140-1 
spite Al40-1-HPF COM-F 
A240-1 COM-F “ °* 
-0P 4 a G hazardous $30.00 “Fits into amy right angle corner, only plastic shield shows 
150 
1-DP 200 For class 11-G hazardous 495 


locations 

OP 300- For class 11-G hazardous 4455 Hartford 10, Conn 
580 locations THE WIREMOLD CO. 

COM.SLM All-metal const. low 65.00 

surface brightness 20H 24 COM-F Wired & assembled, refl. 16 ths. $25.20 
COM-SLM Ail-metal const. low 65.00 IND may be added 

surtace brightness 20H 24x COM-F 40 Wired & assembled, refi 25.20 
COM-SLM All-metal const. low 42.08 may be added, ext. unit 

surtace brightness 1H14 Wired & assembied, refi. i 17.10 
COM-SLM All-metal consi. low 4200 IND may be added 

surtace brightness 71A-6" F- Small cross section 8.50 
F-DOP For class 11-G hazardous 69.20 

locations 71A-$* -F- Small cross section ‘6.90 
F-DP For ciass 11-G hazardous y 

locations 71A-10" - Small cross section 8.70 
IND-F Turret lamphoiders Sc-SW 
IND-F Turret lampholders 21A-11* Y Small cross section 

SC-SW 


71A-13* . Small cross section 


THE 0. C. WHITE CO. 17 Hermon St 21A-14" co . Small cross section 


Worcester, Mass. SW 
21A-15* . Small cross section 
R3D LIND Adjustable G ibs. $10.55 
R2LAPT LP Adjustable 24 26.00 71AR-10* Small cross section com 
10M-2LF F-IND Adjustable ] 25.50 plete with continuous refi 
21AR-11* Small cross section com 
plete with continuous refi. 
71AR-13" Small cross section com 
106 So. Main plete with continuous refi 
H. E. WILLIAMS PRODUCTS CO. Carthage, Missouri 21AR-14" Smail cross section com 
plete with continuous refi 
SLM COM 15 Louvered 93 ths. $107.25 TIAR-15* 15 Small cross section com ‘ 54.20 
SLM-COM 15 Unshielded N 83.25 plete with continuous refl 
F-COM 40 Louvered r 1L-14" COM-F 40 Wired & assembled refi 12.60 
F-COM 40 Unshielded t IND may be added 
F-COM 40 Rec. lens J 25H24 COM-F 40 Semi-direct 47.00 
F-COM 40 25H 24x COM-F 40 Semi-direct 45.00 
SLM-COM 15 25H14 COM-F 40 Semi-direct 27.80 
F-COM 40 : 22H24 COM-F-IND 2 40 2 lamps parallel 21.30 
F-COM 40 : 22H44 COM-F-IND 4 40 2 lamps parallel 42.60 
SLM.COM 5 *Low power factor; others are high power factor 
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Copper Import Tax Seen 
As Inflationary By NAED 


\\ ORK | it ele 


cuTH 
Tey 


TROFFERS 


| 


“Hand-Crafled” Appearance 


...in a packaged troffer 
i cettaamenatieateieeaeell 


NEW DIMENSIONS IN LIGHTING, PATTERN, DECOR — an endiess variety of lighting 
systems bosed on 12” grid, simoly by replacing ceiling blocks with 
Guth LITE-BLOX Troffers 


“BUILT-FOR- YOU" LOOK —snop on trim in o choice of smart, modern finishes 


gives that tailored touch! 


ARROWS OF LIGHT— rows line up crrow-straight with precision-built 


Guth LITE-BLOX 


INSPIRINGLY VERSATILE — 20 sizes oll with same cross-section, wide range of 


diffusing and shielding media to meet your exact visual or design 


requirements 


FUNCTIONAL BEAUTY—Gurh tiTe-sL0x Troffers ore engineered to short-cut 


installation and maintenance costs 


For full details, call your neorest 
GUTH resident engineer or write 


for Bulletin 969-6 


LIGHTING 


THE EDWIN F. GUTH COMPANY + ST. LOUIS 3, miSSOURI 


dandiene ws 
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CHANNEL AND 


AUSTIN BOX eV tea SOLID TYPES. 
A HANGER FOR EVERY JOB! 


STEEL CHANNEL BOX HANGERS 


Stronger, Lighter, Easier to Handle... 
Give Perfect Alignment, Complete Flexibility 


BOTH TYPES OF », 
HANGERS EQUIPPED 
WITH LOCKTITE SET SCREW STUD ee. Bate, Sone? univer- 


Pee. No. 2919-A, 2214". U.S. Pot. No. 2,233,334 
{ Canadian Pat. No. 413,143 
No. 2918, 16” to 19” sleeve type. 
No. 2918-A, 24” to 30”. 


Shown inverted to ac- 


commodate shallow box. 
: —, 


No. 2905 with BHX-12 
extension piece. 


No. BHX-12, 12 sleeve 
extension. 


No. 2900, 18” straight hanger. 
No. 2900-A, 25%". 


a ee 
—— Nes 


Y%" offset henge, 
18°. Me nag 25%" 


No. 2915, 1%" offset hanger, 
18". No. 2915-A, 2544". 


named” “tte 


No. 2910, Vier box 


No. 2920, 12” old work cleat hanger, 21 


hanger. 





a 
SOLID STEEL BOX HANGERS 
Position Quickly, Easily, Accurately 


U.S. Pot. No. 2,233,334 
Canadian Pat. No. 413,143 





a = 
No. 1919, 16%" universal hanger 
with spur. No. 1919-A, 2214" 


— Orr en —— 


No. 1900-A, 
No. 1904, 116" offset 


hanger, 18” nua hn, 


No. 1904-A, 2514” 
No. 1905, 114" offset 
hanger, 18° 
No. 1905-A, 25%4"’. 


oe a 


No. 910, 1''Ae” 
box cleat hanger, 
a 


No. 1915, 1'e"' offset 
hanger 
No. 1915-A, 25% 





No. 1917, 1444" a 
versal “S" hang 
No. 1917-A, 221%". 


The UU. BE. Austin Company 


NORTHBROOK. ILLINOIS 


No. 920, 12" old work 
hanger 


Write for Information and Prices. 


110 ELECTRIC 


AL 


copper as a prime com 


7% other components 
NAED executive 
that the worsening 
about which con 
ve taken by the 
earliest possible date 
the possibility ot an 
impairment of both 
and the stability of our 


Mr. Peirce stated 


Wholesaler Is Nominated 
For Conn. State Senate 


chairman of the 

f the Parr Electric 
wholesaling firm of 
as been nominated as 
candidate for state sena 
Connecticut 

hester, Conn 

Good Choice,’ 

ut newspaper 
nomination as 

f the people 
a man who 

: he believes 
ontribute, rather 


Mr. Parr 


reserve 
led away 


illingnes 
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its Branch of the War Production 
soard. He served as “trade advisor” 
the Bureau of Exports, “foreign agent 
of the War Trade Board,” and subse 
quently “special assistant of the Dep 
ment of State” during World War I 
the post ol \mericat! 
the Canary Islands, and later 


same position at Barcelona 


LA.E.L. 15th Convention 70 HELP UP y R PROFIT. IN 1950 
In Boston Oct. 11-14th OU S 
Pena A. a omni See Same COMPCO INSTANT START 
‘ riiteenti Annual Conference of CIRCLINE WORKS IN ANY 
viewer Associati at agh-pnge sr TYPE AC SERVICE 
: Wig “a Here’s a CIRCLINE you can 
instal! anywhere, and be posi- 
tive it will work; will light up 
<gar ies instantly without falter or 
W. Hartley. 1 aw a flicker. No starters to replace. 
fit Modern ...and beautifully 
designed, you can recommend 
COMPCO CIRCLINE for any 
decorative scheme in home, 
office, or institution. 


COMPCO STREAMLINED STRIP-LIGHTS ARE 
EFFICIENT AND LOW IN COST 


t; R 


BODY-WIRED TO SAVE INSTALLATION TIME 
All wiring. sockets and ballasts are fastened 
to the strip-light body No wiring on cover 
Saves installation and maintenance time 





There are no better fixtures 
for all round utility than these 
newest COMPCO STRIP- 
LIGHTS. No matter what the 
Professorship Honoring installation calls for... walls, 


Cc. E. Wilson At Harvard ceilings... flush or suspension 
“es ae . + « . . 
6 mount, singly or in continuous 


CAMBRIDGE, MASS.—A new pr rows...these strip lights are 
ors moring Charles E. Wilsor your answer to high efficiency 
lighting at low cost. You can 
get them in equally beautiful 

one or two-light models. 





COMPCO CORPORATION 


For the finest in fluorescent fixtures 


2251 ST. PAUL AVE., CHICAGO 47 
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BLACKHAWK ete 
INDUSTRIES 


Fittings and Fixtures 


Quality YOU CAN DEPEND UPON 
for PERFORMANCE . . . for PROFIT 


Ohio Wholesaler Buys 
Akron Factory Building 





Blackhawk No. 3626 
Steel Clad Wire Holders 





Blackhawk No. 3627 
Steel Clad Wire Holders 





Blackhawk No. 1426 
Conduit Entrance Caps 


immediate delivery from adequate stocks to electrical wholesalers only 


WRITE FOR FREE CATALOG 
BLACKHAWK INDUSTRIES AMONG those posed outside of the 
Hamilton Manufacturing Co. office at 
DUBUQUE, IOWA Iwo Rivers. Wis. is J. L. Pleasants 
vice-president of Allison-Erwin, dis- 
tributing firm, Charlotte, N. Mr 
Entrance Cable Fittings @ Sill Plates @ Connectors Pleasants and eight members of Alli- 
Staples @ Conduit Entrance Caps @ Sox Supports son-Erwin and their wives visited the 
Cable Straps © Locknuts and Bushings @ Wire enlarged Hamilton plant recently to 
Holders @ Yard Lights @ Fluorescent Brackets familiarize themselves with Hamilton 


production methods 
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ELECTROMODE 
CHALLENGES THEM ALL! 


NO OTHER HEATER CAN MATCH. 
ELECTROMODE...FEATURE FOR FEATURE! 


WITH radio, television and screen 
celebrities looking on, Robert H 
Bishop, vice president in charge of 
sales for Sylvania Electric Products 
Inc., cuts the ribbon which officially 
opened the company’s new Los An- 
geles offices and warehouse. Flanking 
Mr. Bishop are, left to right: Al 
radio and TV star; Meredith 
George Som- 


© Patented Cast-Aluminum Lifetime Heating Check the features ; 
Element won't burn out. and you'll see whv E] 


Jarvis, 
Leeds 


mers, 


movie actress; 
general sales manager of Syl- @ World's safest construction—no exposed 


is the greatest all-electr 
hot wires to cause shock or burn. , 


and Betty White, radio and TV actress © No danger of fire, thanks to 100% Auto- alue a the market today 
matic Safety Switch. ; tg ww Can Compan 


@ 210 square inches of heating surface. 


vania’s radio and picture tube division; 


lectromode in benetit 





ture for feature! 
@ New Hydraulic Pressure Thermostat built H cf 
cre IS he mos 


George H. Kinzel 
Appointed Sales Mgr. 
RBROOKLY? ; 


into bathroom models. 


80 cubic feet of fan-circulated heat de- 
livered every minute 


Operates for as little as Ic an hour 


Won't smudge, won't scorch, won't cause 
film. 
Delivers 4508 BTU per hour— 1320 watts 


ighest quality, 


priced heater linc 


Every sale 
the custome 
mode vives 


rvi Th 


vet 


\ 


satisfies bor! 


at 110 volts AC. 10 call-backs, 1 
istments wh 
tromodce. It 


Fan may be used for cooling in summer. 

Made of heavy-gauge furniture steel Ek 
Noiseless, shaded-pole, non-radio-inter- 
fering motor. h oupon below 


OF pront on 


Approved by Underwriters’ Laboratories. 


Made by World's Leading Exclusive Manu- 
facturer of All-Electric Heaters Since 1929. 


R-TMA Report Available 
On TV-Sports Controversy 


WASH GTO? D. ( 


ELECTROMODE CORPORATION, DEPT 
45 Crouch St., Rochester 3, N.Y 


ELECTROMODE 


Qi Els EATERS 


I'd like to make more profit on elect 
full information. | am o etaile 


TITLE 
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FULLMAN 


atwvobe 


PRODUCTS 


> Sas 1010)": 10) 4: 


Clean-Cut and Dependable 


“Latrobe” Products are tops in appearance as well as 
in utility and service. Their neat and compact design 
makes for speedy installation and long, trouble-free 
performance. 


Wholesaler Appointed 
By Capehart-Farnsworth 


No. 252-R “Latrobe” 
Two Gang Box 


Two Gang Box is adjustable 
208 Receptacie in one No. 470 “Bull Dog” 
r Plate has '/) in, Flush Pipe or Conduit Hanger 
has 2 in. Flush Brass Made of highest grade malleable iron 
and cadmium plated, the No. 470 Hanger 
unexcelled for hanging ‘/2 in % in 
and | in. pipe or conduit to steel beams 
p to thick. Larger hangers f 


ar 





tes 


No. 284 Nozzle with 
No. 200 Cover Plate 


Duplex Receptacle 
with Br pipe extens f No. 280 Nozzle with 
stallation and 3 dependable No. 200 Cover Plate 

weve ‘ ’ Amp. 250 volt Receptacle in Brass 
Pe onve Housing, mounted on ‘/2 in. Brass Pipe 
n 3 in. long. Longer extension if 


No. 110 ‘Latrobe’ 
Watertight Box 
sdiustable. watertight F 
ey 5 ple and e*Mectiv 
N 208 Receptacle and 


: 


FULLMAN MANUFACTURING CO. 


No. 150 Box— 
No. 207 Nozzle 


stable. watertight box that is ex 
f nstallation in concrete or 


i-finished concrete floors. Has 4/4 
ver Plate No. 242 and large Adjust 


g No. 215 


LATROBE . . . PENNSYLVANIA 


ELECTRI( 


Al 


UNIQUE showroom-on-wheels which 
has been operated over the last year 
ind a half with great success by the 
Johannessen Electric Co See ELec- 
nical WHOLESALING, April 1949), elec- 
trical wholesaling firm of Greensboro, 
N. C., now incorporates a display of 
the Mitchell Manufacturing Co.'s 
module lighting equipment—shown in 
the above shot of the display trailer’s 


interior 
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THAT'S a $5000 check Mrs. E. J. Hur- 
ley, of Los Angeles, is gazing at so 
fondly as Dinah Shore looks over one 
shoulder and W. H. Thompson, Pacific 
Coast district manager for the West- 
inghouse Lamp Division, looks over 
the other. Mrs. Hurley won the $5000 
first prize in a national “Miss Wink” 
contest. She correctly identified “Miss 
Wink” as Dinah Shore and submitted 
the winning jingle. 





RCA Releases Famous 
Trade-Marks To Public 
NEW YORK—Three of tek 


SINGLE ROLL 
CARTONS 


SINGLE ROLLS 
CELLOPHANE WRAPPED 


wt” 
gl \ 


MePhilben Moves 


To New Location 


BROOK MeP 


Co ng -time 
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ACCURATE 


FRICTION AND RUBBER 


THAT’S WHY MORE AND 
MORE TAPE USERS CALL 
FOR THEM BY NAME 


ACCURATE! 


Accurate Tapes work with the man who 
uses them. Faster-working, they save time, 
materials and temper on the job. The 
complete Accurate line includes a tape for 
every electrical need. Cash in on the growing 
demand for Accurate Tapes by stocking and 
selling the entire line! Remember, 

Accurate Tapes are nationally advertised in 
leading magazines reaching all segments 

of your trade—right through the year! 
Complete coverage where it's needed most 


If you're planning a tape display, build it 
around the attractive Accurate packaging. 
Call or write, today, for the new illustrated 
catalog—Accurate Manufacturing Company, 
Garfield, New Jersey. 


Sa 





Wholesaling Firm 
Bought By Employes 


NEW YORK mj ‘ t the 


: 17 
ectric | 2178-! 


BW 





Electric Porcelain Firm 
Announces Appointments 


1 


BLACKHAWK PORCELAIN ENAMEL YARD LIGHTS 


Built for Bright Profits 


@ Highest quality porcelain enamel reflector 


@ Cast iron head and flange — zinc plated 
e Galvanized conduit extension 
Independent reflector mounting 


Rigid design and construction 





@ Wired with porcelain socket and No. 14 Type T wire 


Number Diameter 0.A. Length Watts 
514 14” 24'2" 150 
512 12” 232" 100 


Immediate delivery from adequate stocks to electrical wholesalers only 
PRIZE check is presented by Dan H 
Write for Free Catalog Miller (right), Square D Co. Los 
Angeles, to Guy Don Stephens, grad- 
vating University of New Mexico 


BLACKHAWK INDUSTRIES student, whose paper on “Small Air 


Circuit Breakers” was judged best in 
DUBUQUE, IOWA an eleven western states Square D 
sponsored university competition. Also 
present are Mrs. Stephens and Ralph 
W. Tapy, head of the department of 


Entrance Cable Fittings @ Sill Plates @ Conduit Entrance Caps electrical engineering, University of 
Connectors @ Staples ©@ Box Supports @ Fluorescent Brackets N M 
Cable Straps @ Yerd Lights @ Wire Holders @ Locknuts and Bushings ew exic 
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Three Advanced 
By Crouse-Hinds 
SYRACUSE, } 


use-Hinds (¢ 


Crouse-Hin 


Sylvania Opens New 


tow Angetes Baiting | MAKES THIS famous 


“Built to stand abuse in the field” 
® Maximum security e 100% conductivity 
® Uniform strength © Low heat rise 


214 to 1,000,000 cm 


“Never a failure reported” 


UNS) 


COPPER TUBE & PRODUCTS, Inc. 


5746 Mariemont Ave., Cincinnati 27, Ohio 
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AT a recent meeting of the board of 
directors of Mathias Klein & Sons, 
Chicago, Mathias A. Klein, grandson 
of the founder, was elected president 
and treasurer. Mr. Klein succeeded to 
these offices after the recent death of 
his brother, Joseph A. Klein, Jr. 


IS FAST TURNOVER IMPORTANT? 
ARE GOOD MARGINS NECESSARY? 
Raytheon Names Two New 
IS VERSATILITY DESIRABLE? TV Whats tx Gone 
IS REPEAT BUSINESS NECESSARY? V YORI r Elect 
IS PRODUCT NAME IMPORTANT? 


If you answer YES to all of these questions, only General 
Electric time switches can meet your requirements. A fast- 
moving, high-profit line, they assure good resale and 
greater Customer satisfaction. Stock only two types. . 
and fill almost all your customer's needs. 


Type T-47 Type T-27 

Inexpensive, efficient control for circuits The complete time switch equipped to 
requiring one ON-OFF operation during handle practically any job 

24-hour period *Up to 12 ON-OFF op- 
erations in 24 hours. 





* Minimum 5 minutes, i 


maximum 22 hours 
between ON-OFF 
operations. 


* All forms of contact 
arrangement avail- 
Removable operating able. 

mechanism for easy 


*Astronomic dial 
installation 


‘ available to follow 
Automatic or manual 


operation. 

Extra set of dial riders 
available for second 
ON-OFF operation 


Inexpensively priced 





dusk-dawn schedule 


*kOmitting device 
avoilable for skip- 
ping certain days 


at $10.98" * Priced from $25.50 


Both switches feature large, silver, snap-action contacts . 
the ever-reliable, permanently lubricated Telechron ® motor 
convenient wiring space and standard knockouts. 
Your customers are assured of years of dependable and 
efficient service with G-E time switches. They know they can 
put their confidence in General Electric 


J. D. Secrest Named 
fo Manage R-TMA 


lo satisfy your customer's many needs for electrical timing 
and to keep your customers satisfied—stock G-E time 
switches. Order now from your local G-E office. For further 
information, write for Bulletins GEC-535 (T-27) and GEC- 
578 (1-47), Section 603-114 Apparatus Dept., General Electric 


Co., Schenectady 5, N. Y. List Price 


ELECTRIC 


GENERAL (% 


{ Dire 
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Here’s Why Industry Uses SAF-T-LAG Fuses 


Mr. Secrest 
in Cincinnati 


ming t 


NOT JUST 

| ANOTHER “TRICK” 
| NAME 4 
| ... fora 
Non-Renewable Fuse 


} 
| 


Blackhawk Mfg. Co. | 
Has Dual Anniversary 
MILWAUKEI Ir I 


awk adopte t 
trumder 


M 


Saf-T-Lag is needed today to prorect motors and equipment and 


insure against unnecessary shutdowns 


Saf-T-Lags protect against short-circuits and overloads, but prevent 
unnecessary shutdowns caused by harmless temporary overloads 
Operating on the thermal principle they also protect panels, switch 
boards, and other electrical equipment in the circuit against damage 


due to excess heat caused by poor contacts 





Dependable protection 1s provided against motor 


burn-outs due to overloading and single phasing of 
polyphase motors. Because of less watt loss, there is a 
big Saving in plants where many motors are 


installed 


Protect all electrical equipment and factory 


production with Saf-T-Lags 


Nationally Distributed By 
Wholesalers of Electrical Supplies 


JEFFERSON ELECTRIC COMPANY 
Bellwood, Illinois 


WALTER J. BARNES recently was 

named regional manager, with head- rite for 

quarters in Atlanta, of the National Fuse Booklet 

Electric Product Corp.'s newly-created 482-S1 

southeastern region which is comprised 

of the states of Virginia, North Caro- 

lina, South Carolina, Georgia, Florida 

Alabama, Mississippi Louisiana and The Jefferson Extensive Line of Fuses includes: 

part of Tennessee Mr. Barnes was : 

formerly manager of National Elec Sof-T-Lag Thermal Fuses « UnionRenewableFuses « Super-lag Renewable Fuses 
tric’s Atlanta district sales office Union Indicating Fuses « Gem Non-Indicating Fuses « Plug Fuses and Fustats 
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LPING HAND 


\ 


sil COIDEAL 
e APP rsh NT of nape er a 
as assistant manager in charge 0 saies 
Representative | promotion and advertising was an- 


HE / nounced recently by the Ward Leonard 
WORKS /( | Electric Co., Mount Vernon, N. Y. 
WITH YOUR | Mr. Reagan, who joined Ward Leonard 
COUNTER. few E , | in 1937 as sales engineer, formerly 
IDEAL representatives go all-out to help you Senilied dhe eui'e ellen geumatiel an 
cash in! They are like extra salesmen on your mes 

payroll—but their services cost you nothing. 
They help you make more sales, bigger sales 
SUPPLIES and bring in new accounts, because all direct 
APPLICATION sales and leads are channelled through IDEAL W estinghouse Establishes 

ADVICE : ; . s- : ‘ ” . 
Distributors. Add to this helping hand | New Lamp Office In Iowa 
IDEAL’S big year-round, national advertising 
campaign and 400,000 direct-by-mail sales 
HE | builders reaching large users and prospects 
UNCOVERS this year, and you have some of the reasons 
NEW page: why the IDEAL line is an extra-profit line. 
BUSINESS IDEAL products have the highest user-accep- 
tance in their fields—the market is vast—the 
demand is there! To cash in to the fullest — 

sell the complete IDEAL Line. 





CONDUCTS 
SALES Over and over again it has been proved that 
TRAINING IDEAL-trained distributor salesmen sell more 
COURSES and earn more. Ask your IDEAL Representa- 
tive for this free sales training. 


“WIRE-NUTS” & “A CLEANERS 

and WIRING TOOLS i Hand - type vacu- 

"'Wire-Nuts’’ — the patented: 7 _ = cleonere — 

solderiess, tapeless wire con- a ’ = vs ange = 

nectors — hove been the con- 4 ry 

, : = pop-corn blowers ° : E ° 

sgt eane Gaunt \ All-purpose tonk- American Steel & W ire 
type cleaners for a 7 

include: 8-X cable cutters — ; 

-col- ‘ 
voltage testers — fish tape ew Sa co Appoints Five In Sales 
reels ond pullers — fuse re- 4 
ducers —tuse clip clamps — ' . s 


test lites — fuse pullers — co MOTOR 


ble rippers—joist borers—wire 


skinmers—FLUR-TEST fuorescent 4 MAINTENANCE 
fixture testers z EQUIPMENT 
Commutoter and slip 
THERMO-GRIPS & . ring resurfacers — com- 

\ mutator cleaners — 
brush seaters—precision grind- 
ers—mica undercutters — com- 
mutator sows — coil winder 
drives and heads — insulation 
testers — growlers 


() 


Resistance heating 
principle soldering 
tools that make diffi- 
cult soldering jobs in 
production of mainte- 
nance easy. Sizes for 
every job 


WIRE STRIPPERS aon nog 
Production: — Brush 
—bench—rotory and 
lever types. Also fo- 
mous Stripmoster’ 
hond type 


Live centers to speed and 
improve lathe ovtpyt — 
electric etchers—dust col- 
lectors — tachometers — 
demognetizers — ‘‘Xpand- 

» O-lLap’’ self-expanding 
lops 
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M ORE FOR GENERAL 


LIGHTING 
Userut 


FLUORESCENT SLIMLINE FIXTURE 


LicHTING 


RLM Issues Revised i O 
Specifications Booklet 


CHICAG( A new 


RLM STANDARD DOME 
SOCKET REFLECTORS 


| Ws 
<LA ri 


3 I Noustry 


ALUMINUM HIGH BAY 
REFLECTORS 
WITH HINGED GLASS 
COVER 


y TY C ) [ TH 
FLOODLIGHTS MUL P 


t INDUSTRIAL 
LIGHTING EQUIPMENT 











DESIGNED FOR LASTING SERVICE 


END FOR CATALOG 
D SPECIAL BULLETIN 


ELLIPTICAL TYPE 


“Black Light” Is Employed 
lo Examine Pots and Pans 


FOR GAS STATION 
GENERAL LIGHTING 


MULT SLACTRIC MPC. 


$225-43 WEST LAKE ST CHICAGO, It 


OPEN TYPE 














ENCLOSED TYPE 
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s generall 
lluminating flu 
walls of modern 


vceiting stage 


for 
S afetys ] Bendix Seintilla Division 


Revamps Mid-West Sales 
} \ | Scintilla-Mae 


x Aviation 


5233 Klein-Kord 
Safety Strap “EASY TO FISH” 


If you've ever been up on a 50-foot 

stick when your lite depends on the 

quality of the belt and safety strap 

you use, you will appreciate the high 

quality and care that is so much a 

part of all Klein equipment. When 

life’s at stake, there can be no com- 

promise with quality Old timers 

know that Klein equipment has stood I 

for quality in linemen’s tools and 5249 Klein-Line 


equipment—"‘since 1857.” Too! Belt 
WITH 
ATLANTIC FISH WIRE 





ASK YOUR SUPPLIER 


Foreign Distributor: 
International Standard Electric Corp. 
New York 


a 
@ 7 If you have not rece 
fi 
. if a copy of the ne 
Pocket Tool 


ne 


sent without 


Mathias & Sons ATLANTIC CONDUIT 
Comm FITTINGS CO. 


ntact ~ 
3200 BELMONT AVENUE CHICAGO 18, ILLINOIS BOSTON, MASS. 








ELECTRICAL WHOLESALING—September, 1950 





divided 
Mid-Wes 

Rol 
West terr 
whil 
Oklal na and 


Mid-West 


Members Of Lighting 
Promotion Group Named 
NEW YORK—Members of the 


1 
tional promoti 


na 


whi 
ble 


t 





FLUORESCENT STARTERS 


for your exacting 
requirements 

@ Longer lamp life through con- 
sistent one cycle starting 

@ Longer starter life 

@ 90-125 line volt operation 

@ 0°F.-140°F, operation 

e@ AC-DC operation 

@ Automatic cut-out feature 

@ Automatic reset feature 


For technical literature write dept. W9 


(representative areas available) 


INDUSTRIAL STARTER CORP. 


6 Pell St. New York 13, N. Y. 
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om ep 


N. & —) 


‘Okay, Fatso — where did you hide the dough you 
saved by using cheap materials?’ 


22 /] - > / / 4 
~p oO. e ed him GF, otim You CGH 4+ 144ve MoE Y by 
/ a f / j , 
wu HAG UMWUCUGAL U4 uUMG deuices — Wu 7 CO4i mole, Mm 


y / // / / 
41€ tOWG Wt. Bui YOu 2€ GAA Cav Gr mole 101 


your maney ly Using easy lo install PaS teuices. 


. ri ° J 
You 1que lime Cw the jo, Uun more customer 1atil 
j a y lf Lat . 
LQA1A(0H— GHA tnd You" AwH 14e2U1Gi1OH G4 a MaH 


/ / / / 
WMG RHGWA 6MiAs budimed, ie 
<P:$ > 
more wiring room with P&S box cover switches 


These new box cover switches give you more wiring room — flush back leaves entire box free 
for splices, locknuts and bushings streamlined, one-piece, sturdy bakelite switch housing 


acts as box cover handle in protected position, operates horizontally terminals ample 


for No. 12 wire rated 125 v, 10 amps; 250 v, 5 amps carry Underwriters approva 


and meet or exceed all Federal and R.E.A. specifications. Available in single pole and three 
way, non-T-roted, T-rated and Oil Burner, these 
dependable P&S switches hove positive kick-off 
orc-snuffers, pre-loaded contacts. Modern, com 
pact, smort appeoring, they hove exceptional 
urrent-carrying capacity Remember, they give 
you more wiring room And as with all easy-to 
nstall P&S devices, they are your best buy when 
you want smooth, dependable ong life opera 
tion. Get them from your P&S distributor today! 


P&S No. 114! (4-inch) Available for 34%, of 4 Boxes 


PASS & SEYMOUR, Inc. 


89 Boyd Ave. 
Maker of the famous P&S-Despard Line 


Syracuse 9, N. Y. 
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AISLE STOCK REFLECTORS 


to modernize my stockroom lighting” 


That's what happens when a cus- 
tomer has had experience with 
QUAD Reflectors—and the con- 
tractor is quick to go to the near- 
est Electrical Wholesaler. This well 
engineered QUAD unit assures 
the right illumination on shelving, 
bins, or stacks of cartons piled 


on either side of narrow aisles. 


This unique and practical type of reflector affords a scientifically 
arranged reflecting surface. As a result, light reaches from upper 
tiers of shelving to floor level. There is an effective eye shield also 
that is appreciated by the stockroom employees and that facilitates 
work. This feature is accomplished because of a lower light cut-off 


angle at each end of the reflector 


These units are accurately formed of heavy gauge steel, porcelain 
enameled with ground coat and two white coats inside and outside. 


Four interchangeable styles of Q@-D socket-fittings are available. 


Sold through Electrical Wholesalers 


QUADRANGLE MFG. CO. 


a2.2. PEORIA ST. CHICAGO: 7, itt, 


ELECTRI¢ 





ADVERTISEMENT 


MAKES DAILY USE... 


. . . of Buying Information 


MeGRAW-HILL’S PRE-FILED ELECTRI 
CAL CATALOGS i stant I 
refer the Re 


W e reference 
ELECTRICAL CATA 


{ £ 
f PRE-FILED ELECTRICAL CATALOGS 


buving 


leGRAW-HILL CAT 


Street 


ALOG SERVIC] 30 West 
New York \ ere o charge t 
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Gillespie, Missouri 
0. Jeffersor 

Kansas 

Tavler 

Michi 


Kas Reg 
Tr. Ranki 

Denver 
lorado, New 


Hoffmatr 


The Only 
PROTECTED 


SWITCH 
AND 
WALL 


PLATES 


CHROME 
PLATED 
© 


BRASS 


ivory 
WRINKLED 


Write for 
CATALOG 
and 
PRICE LIST 


HONER MFG. co. 


GREEN HICAGO 7, ILL 


RIGEID 65R 
Die Stock that WONT tam 


—Threading Improvement your customers want 


N™ JAM-PROOF drive plate automatically 


kicks out driving ratchet pawl when stand- 
ard length thread is cut.... You don’t have to 
watch it—lead screw can’t jam on workholder. 


when threading with power drive or by hand. 


. : . Your customers can 
Right Here is the simple change present 65R to 
foolproof mechanism that new JAM-PROOF type— 
makes 65R automatically sell them new drive plate to 


JAM-PROOF easily replace old drive plat« 


All other RIGID 65R features remain the same 


Perfect threads on 1” to 2” pipe with 1 set of high-speed steel dies— 
sets to pipe size in 10 seconds—mistake-proof self-centering workholder 
sets instantly — and now it’s JAM-PROOF 


Feature the new streamlined Jam-Proof RICZ2ID 65R—order now! 


WORK-SAVER PIPE TOOLS 
THE RIDGE TOOL CO. © ELYRIA, OHIO 
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ADJUSTABLE 
| DIFFERENT! 


BAR HANGER 


= 
, Se 











the only ADJUSTABLE HANGER 
with a flat lock for 


4” sq. boxes 


The wall type hanger is used for 


No stud t« 


interfere with switch 


ClydeW Lint 


MORE 


TAPE value 


IN THESE 


SOLD ONLY 
THROUGH 
RECOGNIZED 
WHOLESALERS 


OKONITE 


MAKERS OF 


Me anther ond Ds 


friction and rubber topes 


x 1900—4 
square boxes when they are used as switch boxes 


the only ADJUSTABLE HANGER 
for both new and old work 


Thousands of contractors are already 
using it. Eliminates notching studs, 
tightening nuts and bolts. Box can be set 
easily and locked in place by the flip of 
a finger 

Like all “JIFFY” Labor Savers, the Bar 
Hanger is nationally advertised to Con- 
tractors and Industrial users 


If you haven’t our up-to-date catalog 


BLAINE F. FAIRLESS was recently 
appointed sales manager of the Steel 
City Electric Co., Pittsburgh. Joining 
the company in April, 1949, Mr. Fair- 
less spent several months in the plant, 
making acquainted with the 
production end of the business. He 
then took over a desk in the general 
office and after a few months became 


himself 


assistant sales manager 





write us—but get your stock of Bar 
Hangers in now, while available. 




















1144 WEST WASHINGTON BOULEVARD 


CHICAGO 7 WLINOIS 


Get that New Business 
with this “Miracle” 


FLUORESCENT ‘| 
LIGHTING <j] 


for 


service stations e used car lots e« 
outdoor theatres e night clubs e 
restaurants e« 


Stop-and 


tourist courts e 


highways e hotels e 


socks @ department stores « drive 








ins @ commercial building en 











trances and many other installa 


U-L 
e!3 st { ncandescent 
lighting 

o 67 more light (actual test 
e visible at longer distances 
e shines thru fog and haze 

e@ weatherproof construction 
e easy to install and maintai 
e hinged glass door for easy ar 
cessibility 

© operates efficiently below zer 
Makes business areas more attractive 
shines thru fog and haze can be used in 
all weather Write teday on your letter 
head for new catalog covering this line 
which is made up of the most complete 
range of fluorescent units on the market 
oe Choice territories still open for repre 
sentatives Write today for attractive 

proposition 


NORTHERN MFG. CORP. 


Harrison St Dept. EW-9, Chicage 24, Il 


ELECTRICAI 


Anaconda Appoints Two 


MANUFACTURERS APPOINT 
SALES REPRESENTATIVES 


Compco Corp 


Cornish Wire C 
Duizend, Fain, & Levin, 
1950 
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Lappin Sales, manut 
sentatives of electrical 
ighting fixtures, recently 

eeting in New York 
pany announced the openi q 
ittices l 
407 West 


General Lighting Co., 


(} 


Pittsburgh Reflector Co., 
nted | n Gy. Ga & ( 


20) 


Pyle-National Co., ‘ 


et 


Russell J. Gerde Sales Co., 
. Ave Minne oli Oo MG 


n n 
es ‘ 
1 a sales 


vt GREATER PROFITS 


get your share of the growing 
market for PAINE hanging and 
fastening devices 


Tie-in to the expanding home-fix-it market and 
get your share of this profitable repeat business 
More and more people are making a habit of 
keeping Paine Devices in their tool boxes ready 
to make repairs when needed. Self-selling coun- 
ter merchandisers, descriptive consumer folders 
and national advertising are all keyed to help 


you sell, 


EXPANSION ANCHORS 
for solid walls or floors 


The tough job of fastening articles to 
solid floors and walls is easily licked with 
Paine Expansion Anchors. Used in any 


solid material 


SPRING WING 
TOGGLE BOLTS 


Provide permanent fastening to 


HANGER IRON 
1001 Home Uses 


Paine Hanger Iron is one of the most 
useful home fixit items on the market 
today. It can be bent or twisted to fit 


hollow walls or ceilings the simple 
and inexpensive way They may be 
used for fastening to wood, marble, 
lath and plaster, gypsum, tile and 


the user’s needs for hanging innumer 
sheet rock 


able items. 


WRITE FOR NEW CATALOG AND NEW PRICES 


The PAINE CO. 


Offices in Principal Cities 


2979 Carroll Avenue, Chicago 12, Ill. 


The Best Craftsmen Always Take 
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OBITUARIES 


A. B. Smith 


Cords and Cables 
with the 


60% Neoprene Jacket 


* Positive 3 Way Protection 


* a jacket that contains 60% by 
weight of new Neoprene 
* certification of the Neoprene 
content by a registered, pro- 
fessional engineer 
* cords and cebles that are 
branded “Certified” 
“3 way proteciion” gives you 3 impressive selling 
points. Now — with the word “Certified” imprinted 
in the jacket — a customer can tell jacket contents 
at a glance. And the buyer who learns to depend 
on you to deliver superior products becomes a 
steady customer. Build sales with the wire that’s 
CERTIFIED! 


WESTERN INSULATED WIRE CO. 


2425 EAST 30TH ST. © LOS ANGELES 58, CALIFORNIA 


CHICAGO 


THE COMPLETE 
LINE for the TRADE 


100° AMERICAN MADE 


UNDERWRITERS APPROVED 


BUY FROM YOUR 
JOBBER AND ASK 
FOR “POLLY” 


These fixtures are molded of Non- 


' 


Corrosive and Non-Staining Bakelite. 


H 


Thus they prevent the unsightly staining 


of the paint so often evident with the 


conventional metal fixtures 

On the sea coast where salt laden 
atmospheres rapidly destroy metal 
fixtures, UNION’'S Non-Metallic fixtures 
ore unsurpassed. 

No. 169 is also Dust and 
Bug Proof, thereby elimi- 
nating the constant 


chore of globe 











Catalog 
and Prices 
on Fequest 


“POLLY 
wae’ [ites 


re Beat! 


WE CATER TO THE WHOLESALER 








LEO POLLOCK co. 
Mfrs. 
NEW YORK 13 


UR ied Ma Ete Wal, ici eer 


PARKERSBURG, WEST VIRGINIA 


fol tlefiel-- 
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DENVER— 1 innual Fl rical lI: Licensed under United Stotes 


hater Wanats recently held here AU ST i | Letters Potent No. 1,933,555 


“SCREW-ON” are faster, 


CONNECTORS Safer and 
neater— 


Standard 


Midget 
= = 


NO SOLDER, NO TAPE, NO ADDITIONAL TOOLS 


The Austin Screw-on Connector is a molded phenllic 

plastic shell with a copper coated spring inserted after = 
molding. Provides 25% lower electrical resistance and 
up to 3 times the tensile strength. 


Just strip the wires, insert into connector, and 
twist. The spring expands and rolls a thread onto copper ——a ee 
conductors. When you stop twisting, the spring tightens 
down and grips conductors firmly. Connector is skirted SCREW ON CONNECTOR 


so insulated portion of wires is drawn up into connector = 
for complete insulation. — 


Write for Information and Prices IT ROLLS THE THREAD ON 


THE M. B. AUSTIN COMPANY 


NORTHBROOK, ILLINOIS 


Te 
STRIP WIRES 


MILWAUKEE 


Remember when Insulated 
Bushings were a luxury because they 
cost so much. That wos before UNION entered the field 
Using knowledge gained during the War, on November 1, 1947 
UNION introduced the first molded Insulated Bushings. These molded 
bushings offered economies hitherto unknown 
UNION’S Bushings have a smooth insviated lip that makes wire pulling 
easy. They will not damage the softest wire insulation. No sharp met- 
talic edges can eat into the wire causing hard-to-locate “grounds” 
There is so little difference in the over-all cost of wiring between 
UNION’S Insulated Bushings and metalic bushings that you 
cannot afford to risk future trouble from costly “grounds 
and shorts”. it is wise to specify UNION Insulated 
Bushings throughout as so many are now 
doing. UNION makes the best 
In sizes 14" and up where strength 
counts, be sure you “see the 
canvas”. Then you know 
that no substitution of 
o weaker material 


PHILADELPHIA tt con be mode. 


Soates U Mies ¢ : UNION INSULATING CO. 


PARKERSBURG, WEST VIRGINIA 
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Campaign 
held with 
contractor 


t that there 


ROCK ISLAND, ILL 


® JACKSON Quality Yardlights are wired complete — sturdily 
constructed in one piece of heavy gauge steel and finished with 
three coats of VITREOUS PORCELAIN ENAMEL. Withstand wind 
and weather. Listed by UL — approved for R. E. A. installations. 
Send for literature. 


@ Seid only thru Wholesalers © Manufacturers of Lighting Equipment 


JACKSON ELECTRICAL COMPANY sis"<stisst*s. t= 


Bin CORDia agreement | 


OUTDOOR 
SERVICE EQUIPMENT Your customers will get along like 


newlyweds with their electrical appliances, @ 
if the cord sets are CORNISH... 
the sure guarantee of perfect contact 
and long wear... the happy farewell 
to CORDelirium! 


For 
COMPLETE 
circuit 
PROTECTION 


SALT LAKE CITY 








CORDS ons CORD SETS 


APPROVED BY UNDERWRITERS LABORATORIES 


by leading 
ill be furnished un manufacturers . * 
i” Hub also avai why not by YOU 


16 GAUGE CORROSION PROOFED STEEL 
WITH BAKED ON GRAY ENAMEL 
Dimensions Shown Are Approximate 

Also Send for J 
Service Centers A full line of Flexible Cords 
Duel Control Units Bulletin 2012 for the Repair and Service 
100 Amp Equip . . 

Motor Controllers Bulletin 1410 industry, obtainable through 


Safelets Bulletin 1010 patie 
Cutout Materials Bulletin 4001 Jobbers and Distributors 


HEINEMANN ELECTRIC CO.) FMI MMI ae 


152 Plum Street 
Trenton New Jersey 15 Park Row New York 7, N.Y. 
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MORE FACTS 
ON PRODUCTS 


Generators 

You're Safe! 

but interesting ne 
ad 


eee tan? ELECTRICAL WHOLESALING 


New Fans‘ 


viecntion 2 ELECTRICAL WHOLESALING 


Portable Electric Tools—A 
l N SUA, illustrating and 


SHi. Power 


wheo writes ELECTRICAL WHOLESALING 


Electrical Insulation \ 


manual ¢ i 


when ~ritin9 ELECTRICAL WHOLESALING 


Electrical Equipment 





SWITCH to the BEST 
with TORKMASTER 


UTILITY TIME SWITCH 


When selecting automatic time switches for indoor 
and outdoor uses remember the advantages of 
dependable TORK CLOCKS. Ideal for — Signs 
and Window Lights — Pumping — Defrosting — 
Oil Burners — Pre-heating — Lead or Wax — Hen 


House lights. Write today for complete details 


No. 948A 


30 AMP * SINGLE POLE 


$10.00 List 


TELECHRON MOTORED 


Americas Biggest 
Time Switch Value 





tool Write for literature. 


Important 
news to 


WHOLESALERS 


pongpagoncter nS soldering ir 


1/ WEXACON ELECTRIC CO. 
eID « 


LAY AVE R LE PARK NEW ERSEY 
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Iboards, 


rdous and 





rhe selection 


purchasers a con 











log that would include 


by the 




















when writinS ELECTRICAL WHOLESALING 


re PAR? PA a Laundry — . 44-5 
i? RDS TCKRAKA Z 


, 


“Exhausting job, stapling, when you don 


t use Blake Staples .. . 
The name Blake identifies genuine insulated staples — the 


staples that drive true. Ask for them insist on them. The 
quality’s there — they cost no more 


Blake INSULATED STAPLES 


made only by 


/S.H.COUGH co inc. 


DEPT. 409 NORTH QUINCY 71, MASS. availab! 


Private telephones for home and office . . . hospital signaling systems . . . apartment house 


telephones and mail boxes . . . fire alarm systems for industrial plants and public buildings. When ~riting ELECTRICAL WHOLESALING 

















This Wcit before ithe peel 


Chri stag and CORDAGE METER 


means good sales 


t 
for your house yy, 


oe 
SYLVANIA Christmas Tree Bulks DOES WORK 
* 
me A Make sure your dealers stock OF 4 MEN ece 


and display plenty of these : 
f bright Sylvania tree bulbs. Quickly and Accurately! 
p They sell first because cus- 
» tomers know they last. Awail- 
\ 


Maybe you don't want to replace 


9) 





ible in all rich, popular colors 
\ sien, ouen, seaman, v0 4 men! But when you have to LINES WANTED 
b ae alas Mtoe Stee Ran measure ANY flexible materials Responsible manufacturers’ repre- 
VA. or in strings up to |" in diameter with speed ont tj i Alab Ge 
ai AU efficienc and accuracy — yor pre nag nine Facer sag “hanna 
7. Lg = j ae NEW Ol ee gia, Florida, South Carolina, Eastern 
i i le ae y™piec. Tennessee with sales offices at At- 
manufacturers using Sy! What OLYMPIC does for you: lanta, Georgia and Orlando, Flor- 
vania bulbs address ¢ XSi Aenea dhe tee ida. Can give complete coverage 
Syke mnie Electric Pr odu te 2 ee oan oe re for additional electric and hardware 
r F OOK, | SP . ' z . 
ine he - ee 4 @ SPEEDS up service products in this area. Well estab- 
. N jl ustom nfidence! . . . 
N.Y . — yy me LOS ¢ er confidence lished with 12 years experience call- 


a ae ing on wholesale distributors, archi- 
SY i Vy NL \ [ Acraty Plant at « veving pe BM tects, engineers, contractors, dealers. 

Jobbers & Dealers — write for information BOX RA6973, ELECTRICAL 
I¢ L PD C Yr RIC OLYMPIC INSTRUMENT LABORATORIES WHOLESALING 


Dept. E Cove, Washington 330 W. 42nd St., New York 18, N. Y. 
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Horizontal 
or vertical 
discharge of 
ceiling level 


veiwcntion 9 ELECTRICAL WHOLESALING 


Burlt-in 
conduit box 


Lighti 1 Brother I l MODEL 2501 


So. Fi t OTS rece Motor dis 
j connect plug 


Motor 

completely 
outside greasy 

av stream 
Squirrel cage — 
blowers 


Quiet or inlet 


P Designed 
(i for industry, 
or professional ha *r 
F work, this light, beau- when "9 ELECTRICAL WHOLESALING roan 
— tifully balanced, orbital- Attractive 
motion, SpeedSander is rap- rectonguler 
idly becoming a standard — wit 
home appliance. With its Lighting— Manufacture anes 
¢ 


Eosy to remove 
and clean —no 


powerful electric motor and bers 


all-ball-bearing construction, 
anyone can easily re-surface : . ‘ nds. mm 

and refinish furniture, wood uminaries and imncan t dow! . ONLY THE 

work, metal surfaces or ot ns 1 < ail om bene 

walls. It will quickly remove & Mig 7E0 Nort ‘ 

old paint, stain, or enamel WE iend ) ' TRAD J e WwW t N D 
down to the bare wood or . 

metal; will sandpaper to a CLIPPER 


“piano finish remove rust and cor- 


rosion or “feather edge’ a scraped oe HAS A TH 
oe ool It will ienreiats aie wal pane farm tte ELECTRICAL WHOLESALING BS ane 
or with lambs wool bonnet, delicately ADVANTAGES 


polish fine furniture. It makes tedious, 
tiresome jobs fun—-saves hands! In de- 
sign, convenience and efficiency it is 
today’s finest sander regardless of 











rice 
pri For the best method of ventilating 
kitchens, bothrooms, foundries, dens or 


other smal! rooms specify ond install the 
Trade. Wind Clipper. This proven ventilotor 
is the only small room unit thot gives the 
home owner every worthwhile advantage 
oan Squirrel cage blowers, accepted ond used 
FLUX 


SODERING 
BRAZING oir heoting, ore used exclusively in the 


WELDING Trade-Wind Clipper. This forced air 
discharge, located at the ceiling, traps all 


in air conditioning systems and for forced 


+. ae 


Pana 


unwanted air and expels it instantly. Trade 
Wind also has located the motor completely 
outside the greasy air stream. The motor 








Far advanced in de- i = 4 stays clean indefinitely —requires for less 
sign and construction lie? , service —and is guaranteed for 5 years. No 
these new Speed Drills are lighter, han | th. " . tile? ' 
dier, yet more powerful and faster- L. B. ALLEN co Inc Fe Se ee ees eS 

A these outstanding advontages in addition 


drilling than more costly old type 6701 BRYN MAWR AVE 
drills. Drill steel, wood or concrete. CHICAGO 31, ILL 


Quality built for lifetime service, of 
die-cast aluminum with cast-in air meke every new owner another salesmen 


cooling system and_ self-lubrication | for the Trade-Wind line 
Heavy cut-steel gears. Ball thrust 


| 

| Get the complete story from your local 
bearings } 

| supply source, of mai! the coupon todey 


Electrical Wholesalers AND 


| *Important price reduction hos just been 
. .» be ready to show these new SALES MANAG ER made on Medel S58 


tools, now being announced in The 
Saturday Evening Post, Better Homes 
and Gardens, Popular Mechanics, 
Popular Science, Science and Me- 
chanics, Mechanix Illustrated, Popu- 
lar Homecraft and dozens of trade, 
farm and garage publications. 


LE SS A TET 


Trade-Wind Clippers ore easy to install 
they ore competitively priced*—ond they 





MAIL THE COUPON TODAY 


4 
| 
| 
| 
| 
| 
| 
| 
| 
| 
! 
| 
| 
| 
| 
| 
| 

= 


TRADE-WIND MOTORFANS, INC 
6721 S. Main St., Los Angeles 37, Calif 

Please send me the complete story on the 
Trade-Wind Ceiling Ventilator 
Write for catalog sheets of experience 
SpeedWay Tools and Tool Kits 
PW7434, Electrical Wholesaling 


S ed Way manuracturinc co. 330 W. 42nd St., New York 18, N. Y. 
‘ip 1874S. S2nd Ave., Cicero 50, lil 


r FT 
= 3 
s . 


ee ee ee 








crore 
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Int 
FRIGID 
LINE 


BUILI 
ill 
MAXIMUM 
EFFICIENCY 
AND 
ENDURANCE, 
QUIET 
OPERATION, 
ECONOMICAL 
PERFORMANCE 
& 


WRITE FOR 
COMPLETE 
CATALOG 


CIRCULATORS & DEVICES MFG. CORP 


28 168 THIRTY SECOND STREET 
BROOKLYN 32 N Y 


Let me boost your 


ELECTRICAL SALES 


in Penna., Del., 


Md.,andD.of C. 


ough wholesaler ¢ 
Address Box 752! 
Electrical Wholesaling 


330 W. 42nd St 
New York (8 N.Y 





UNIVERSAL 
PORCELAIN 
INSULATORS 


ts hel 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 





REPRESENTATIVES 
WANTED 


By large manufacturer of fluorescent and 
slimline lighting fixtures. Top quality 
NO 


REPRESENTATIVES 





n line of commercial and indus 
rial fixtures. Competitively priced 
Territories open for experienced repre 
sentatives. Write stating territory you 

ver, experience of yourself or organ 
tation, type of lines, competitive or re 
lated, now handled and the abili ity to eo 
an aggressive immediat> selling 
Please address replies to RW 1631 
Electrical Wholesaling, 330 W. 42nd 
St.. New York 18, N. Y 
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SPIN DRILLS 


FOR ALL MASONRY 


CLEANS DUST FROM 
HOLES AUTOMATICALLY 


DRILLS FULL DEPTH 
WITHOUT STOPPING 


MAKES FASTER 
CLEANER CUTS 





Low-angle flexible spring “pops” drill cut- 
tings out of hole automatically. Drills full 
depth without removing driil no pack 
ing or binding. Genuine Carboloy Cemented 
Carbide tip 


OTHER ARRO PRODUCTS 


MACHINE 
SCREW 
ANCHORS 


6-32 


STUD BOLT 
ANCHORS 


WING-TYPE 
TOGGLE BOLTS 


SOLD ONLY THROUGH JOBBERS 


ARRO EXPANSION BOLT CO. 


MARION, OHIO 


ELECTRICAI 


September, 1950 





Weatherproof Fittings and Fixtures 
The Adalet Manufacturing Co., 
Lorain Ave., Cleveland 11, has made 
vailable a i “old with labeled 
1 illustrating and 
ine of fittings 
drawings 


selection 


"9 ELECTRICAL WHOLESALING 


Variable Transformers—A_ folder 

ing the newly redesigned “Power 
variable transformer types 116 and 
llustrates in detail the new features 
ytiered by these assemblies. Discussed are 
assembly, fusing arrange 
minum terminal box, coil 
n and polarity identification 

ot representative units 
and a rating chart together wit! 
drawings of individual types are 
rhe new “Powerstat 

transtormer tolder may be obtained 
writing to R. F. Greene, The Superior 


, I 
Electric Co., Hannon Avenue, Brist 
Conn 


veeecaen ° ELECTRICAL WHOLESALING 


rial 
VatTiabDic 


PURPOSE FLUORESCENT 


S 
LAMP THAT GOES.) 


tvenywrees 
Cc 


$1349 


1 high 


rat mew Fiber 15 MERE mow! 


The iomp of « thousand uses 
Only 
ng finger hp Rexibility 

UL epproved moterols 
bronze. grey ond green oven 


fired enamel finishes 


Puts ligh 


home, industry or institution 
SO fawen ee whe: sare 6h 


ART SPECIALTY COMPANY 
3245 W. Lake St.. Chicago 24, II! 


4 tor 
a \ sc gtalod 


Noa, 


1455 SPRING GARDEN AVE., 
PITTSBURGH 12, PA. 








WHOLESALING 


14300 


| Specialty Lights 
by Wavy). 


| 


(Above) DNP-1 light used 
in residence, with face 
plote removed, showing 
construction of (2 gang) 


plaster ring box cover 


Plastic prism lens in red 
green, blue, amber and 
erystal—inside surface 
sandblasted 


Face plate of Plaskon 
Stainless Steel or various 


Hammertone finishes 


Marine-type Pedestol light 
with “Pa*hfinder” head 
may be mounted on post, 


wall, ceiling, etc 


GREEN 


AMBER 


Construction of Pathfinder-head type 
prism lens combinations: 360°, 180°, 
or 3 prism 360° rings 


Write for a copy of the UPI 


‘ hit 
Bulletin for complete inform 


nity Lig 
Add PI 
interested in the Pathfinder type lights 
Write to Cannon Electric Development Compar 
Division of Cannon Manufacturing Corporation 
209 Humboldt Street, Los Angeles 31, California 
or contact one of the 28 Cannon representatives 
located in principal U.S.A. cities. Canadian plant 
and offices: Toronto, Ontario. Export: Frazar & 
Hansen, San Francisco, California 


SILIGS US 


HAWN INIOON | 





CHRISTMAS IS THE 
PEAK BUYING SEASON FOR 


{? We UAL, 


Pole) Me aii i+) 


ORDER NOW TO MEET THE DEMAND 


RD#72 Standard Display Board 


For added sales and profits, take ad- 
vantage of the peak buying season 
coming up and get into the profit 
making door chime business. There's 
a Rittenhouse Door Chime for every 
type home from cottage to mansion 
Several beautiful Ritten 
house Display Boards available for 


types of 


the price of the chimes alone. Join 
Rittenhouse 
who are cashing in on the 


wholesalers 
added 


profits from Rittenhouse Door Chimes 


electrical 


the line that has everything 


NATIONAL ADVERTISING 
PRE-SELLS FOR YOU 


Millions of readers « 


will see ads on Rittenh 


f these popular home 
magazines 
Door Chimes this fall. Some in you 
munity will be asking for them. Be 
have them on display and in sto« 


WRITE TODAY. (Cict the merchandising 
facts about the full line of Rittenhouse 
Door Chimes. Also our complete line of 


bell and chime transformers 


THE RITTENHOUSE CO., INC. 


76 Owen St., Honeoye Falls, N. Y. 


ADVERTISERS’ INDEX 


Accurate Mfg. Co. 115 
Acme Electric Corp. 66 
Adam Elec. Co., Frank 10 
Advance Transformer Co is 
Advertising Council, Inc., The 70 
Allen Co., Inec., L. B. 133 
All-Steel Equipment, Inc. 31 
Aluminum Co. of America i1 
Anaconda Wire & Cable Co. 50 
Appleton Electric Co. 32, 33 
Arro Expansion Bolt Co. 135 
Arrow-Hart & Hegeman Electric 
Ca, Fee «-- 17, 64a, 64b 
Art Specialty Co. 135 
Atlantic Conduit Fittings Co. 122 
Austin Co., The M. B. 110, 129 
Auth Electric Co., Inc 34 


Bell Electric Co. 10 
Blackburn Prod. Corp., Jasper 18 
Blackhawk Industries 112, 116 
Briegel Method Tool Co. 67 
BullDog Electric Prod. Co. 15 
Bussmann Mfg. Co. Back Cover 


annon Electric Development Co 
ertified Ballast Mfrs. 

hampion Lamp Works 
hase-Shawmut Co., The 2 
irculators & Devices Mfg. Corp. 131 
olumbia Cable & Elec. Corp. 
ompco Corp. 

onduit Nipple Mfg. Co., Div. of 
Pittsburgh Nipple Works, Inc. 
onduit Pipe Products Co. 

ornish Wire Co. 

ouch Co., Ine., S. H. 

rescent Ins. Wire & Cable Co. 
rouse-Hinds Co. . 58 
ummins Portable Tools 

urtis Lighting, Ine 
utler-Hammer, Inc 


Ss 


conomy Fuse & Mfg. Co 
‘lectro Mfg. Corp. 
jlectromode Corp 


ullman Mfg. Co 


Gedney Elec. Co 

General Electric Co. 
(Apparatus Dept.) 

General Electric Co. 
(Lamp Dept.) 

General Electric Co. 
(Specialty Lamps) 

General Switch Corp 

Great Northern Mfg. Corp. 

Guth Co., The Edwin F. 


Hazard Ins. Wire Works Div 20, 126 
Heinemann Electric Co 130 
Hexacon Electric Co 131 
Honer Mfg. Co 125 


Ideal Industries, Ine 120 
Ilsco Copper Tube & Prod., Inc 117 
Industrial Starter Corp 12 


? 
> 


Jackson Electrical Co 130 
Jefferson Electric Co 119 
Joleco Corp 13 


ELECTRI¢ 


Klein & Sons, Mathias 


Leader Electric Co. Second Cover 
Lint Clyde W. 126 


McGraw-Hill Pre-Filed Electrical 
Catalogs 124 
Midwest Electric Mfg. Co. 8 
Minneapolis-Honeywell 62, 63 
Mitchell Mfg. Co. 36 
Multi Electrical Mfg. Co. 121 
Murray Mfg. Corp. 12 


National Electric Prod. Corp. 


Okonite Co 


Olympic Instrument Lab. 


Paine Company, The 
Pass & Seymour, Ine. 
Pittsburgh Reflector Co. 
Plymouth Rubber Co., Inc. 
Third Cover 
Pollock Co., Leo 128 
Pyle-National Co., The 60 


Quadrangle Mfg. Co. 


Revere Electric Mfg. Co. 
Ridge Tool Co., The 
Rittenhouse Co., Inc., The 
RLM Standards Institute, 
Roebling’s Sons Co., John 
Royal Electric Co., Inc. 


Sangamo Elec. Co. 
Slater Electric & Mfg. Co., Inc. 
Spang-Chalfant (Div. of The Na- 
tional Supply Co.) 
Speedway Mfg. Co 
Square D Company 
Steel City Elec. Co. 
Sylvania Electric Prod., Inc. 
68, 69, 


Phomas & Betts Co., The 

fork Clock Co., Ine. 
lrade-Wind Motorfans, Inc 
rriangle Conduit & Cable Co., Inc. 
rrumbull Electric Mfg. Co. 


nion Insulating Co 128, 
nited States Rubber Co. 
niversal Clay Prod. Co., The 


an Cleef Bros., Ine 


Wakefield Brass Co., The F. W. 

Weaver Co., J . 

Western Insulated Wire Co. 

Westinghouse Elec. Corp. 
(Lamp Div.) 

Williams Products Co., H. E. 
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NOW / nrter YEARS OF RESEARCH A PLASTIC TAPE 
WORTHY OF THE PLYMOUTH NAME 





oa 
X 


I (=) THE OUTSTANDING PLASTIC 
/SYY 4 ELECTRICAL TAPE 


PROTECTIVE ...7 solid mils of high dielectric vinyl 
as against 6 for other brands. Gives 16% more dielectric jently. Five 30-te 
and mechanical protection. rolls, 4%” width pe 


Packed conven- 


DURABLE ... Extra thickness insures against chafing handy container. 
through. 

SAFE .. . Dielectric resistance of more than 10,000 

volts. Over 1,400 volts per mil. 

TOUGH .. . Resists water, acids, alkalies, corrosion, 

varying temperatures and weather conditions. 


VERSATILE... Adheres perfectly and conforms smoothly 
to all contours. 


PRACTICAL ... Answers the problem of space and ' 
neatness. \ Packed indi- 
ECONOMICAL .. . Greater flexibility and stretch makes | veeuany. Cae 


60-ft. roll, 4%” 
each roll go further. otith de cheat 


CONVENIENT .. . Packed in sizes electricians have fy pocket-size 
demonstrated as their choice for years. ; metal can. 


PLYMOUTH RUBBER COMPANY, INC. 


CANTON, MASSACHUSETTS 





Make Them ‘‘Want to Buy”’ 


Instead of Trying ‘‘To Sell Them”’ 


KEEP THIS IN 
MIND WHEN 
SELLING FUSES 


Any fuse will carry cur- 
rent and blow on overloads 
and most of them are rea- 
sonably safe. Some are bet- 
ter than others but the Un- 
derwriters’ check up on 
these two points. 

The Underwriters’ don’t 
check up to see if the design 
of the fuse is such that it 
will not blow needlessly — 
whether or not it can give 
“thermal protection” — 
whether or not it can pro- 
tect motors from the effects 
of single phasing or many 
other things that are vital to 
fuse users 

Yet on these points there 
is a world of difference in 
fuses. With ordinary fuses 
the most the user can expect 
is reasonably safe perform- 
ance under short-circuit or 
overload conditions. Noth- 
ing more. 

But with FUSETRON 
dual-element fuses the user 
gets 10 Point ALL-PUR- 
POSE protection. 

Just keep this in mind 
when selling fuses and your 
sales will come easier. 








What's the difference? Well, a whole lot. 


Some salesmen use a system that requires a lot of high pressure talk- 
ing. They bamboozle or hypnotize a buyer into giving them an order 
whether or not he really needs the product. 


This idea may be all right for the first order but as a rule it’s not “so 
hot” for holding repeat business. 


How can it be? The buyer is simply “talked” into an order instead 
of being shown that he really had a need for the product. 


To “make a buyer want to buy” is a much more pleasant and resultful 
way tosell. It means showing the buyer the true facts about a product 
so he can judge FOR HIMSELF whether or not the product fits HIS 
requirements. 


When he is convinced that your product can do him a real service 
he buys — As for repeat orders he has to give them to you or go back 
on his own judgment. 


Suppose you are selling Fusetron dual-element Fuses, show the buyer 
how they are designed to actually save his company time, trouble 
and money. 


That's the easiest way to sell any good product — pick out the true 
facts and tell them convincingly. You will make sales and you'll be 
remembered when the repeat order comes along. 


Should you need sales ideas on Fusetron Fuses just refer to the 
Fusetron price sheet in your binder 
or talk it over with the BUSS Fuse 
Man. He will be glad to help you. 


BUSSMANN MFG. COMPANY 
St. Louis 7, Mo. 
Division McGraw Electric Company 


TRUSTWORTHY NAMES IN 
ELECTRICAL PROTECTION 


Sell FUSETRON fuses for installation 


throughout the entire electrical system 





